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Director 

Naval  Research  Laboratory 
Attention:  CODE  2627 
Washington.  DC  20375 

Dear  Sir; 

s. 

RE:  Grant  N0001 4-90-J-201 7  plus  Modification  No.  P00001  between  the  Naval  Research 

Laboratory  and  the  Acoustical  Society  of  America,  in  the  sum  of  $22,000  ($12,000 
plus  $10,000),  to  support  the  Standards  Program  of  the  Acoustical  Society,  effective 
dates  from  15  June  1990  to  14  June  1991 


We  are  pleased  to  enclose  one  (1)  copy  of  the  Final  Technical  Report  which  comprises  four 
reports  on  the  activities  of  the  four  Accredited  Standards  Committees  which  work  was 
supported  by  the  Naval  Research  Laboratory  under  the  above  referenced  Grant. 

Please  let  us  know  if  we  can  be  of  further  assistance,  thanking  you,  we  are 

Sincerely, 

~~7^ - 

Avril  Brenig 
Standards  Manager 


AB/li 

Enclosures 

cc:  Beyer  w/o  enclosures 

Eldred  w/o  enclosures 
Embleton  w/o  enclosures 
Schmid  w/o  enclosures 
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7  February  1991 


Mr.  Michael  Bowers 

Administration  Conference  of  the  U.S. 
2120  L.  Street  N.W. 

Suite  500 

Washington,  DC  20037 


Dear  Mr.  Bowers: 

At  the  recent  meeting  of  Accredited  Standards  Committee  S12,  Noise,  held 
In  San  Diego,  California  on  29  November  1990,  Dr.  Alice  Suter  Informed 
the  Committee  about  the  Imminent  review  by  the  U.S.‘  Administration 
Conference  of  the  lack  of  a  national  noise  abatement  program.  We 
understand  that  the  Input  of  societies,  organizations  and  Individuals  Is 
being  sought  in  this  process. 

A  resolution  was  therefore  adopted  by  the  majority  of  those  present  at 
the  Si2  meeting,  and  ratified  by  vote,  which  closed  on  31  January  1991. 
The  resolution  Is  as  follows: 

that  Accredited  Standards  Committee  S12,  and  the  U.S.  Technical 
Advisory  Group  for  ISO/TC  43/SCl  on  Noise,  strongly  support  the 
need  for  review  of  the  requirement  for,  approaches  and 
Implementation  of  a  National  Noise  Abatement  program,  and  offer 
their  profes.'^lonal  expertise  to  assist  In  the  formulation  of  a 
national  strategy  to  arrive  at  the  desired  goals.  The 
Committees  consider  these  efforts  of  particular  Importance  In 
order  to  remain  competitive  In  the  International  arena  with 
respect  to  noise  control  technology  and  noise  environmental 
quality 

In  order  to  give  you  some  background  into  the  work  of  the  Accredited 
Standards  Committees  for  which  the  Acoustical  Society  holds  the 
Secretariat  (SI  on  Acoustics,  S2  on  Mechanical  Shock  and  Vibration,  S3 
on  Bioacoustics,  and  SI 2  on  Noise),  we  enclose  a  brochure  describing  the 
Standards  Program  of  the  Acoustical  Society.  Also  enclosed  is  a 
Directory  listing  the  participants  in  the  Standards  Program,  and  our 
most  recent  catalog  of  acoustical  standards. 
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More  Information  will  be  supplied  to  you  as  desired.  We  wish  you 
success  in  your  task  and  stand  ready  to  assist  in  these  endeavors. 


Sincerely, 

Avrll  Brenlg 
Standards  Manager 


cc:  Eldred 
Embleton 
Johnson 
Royster 
Suter 

von  Gierke 


APrI\0v'~'5  I'/"?  r”'<,  -- 

lABlE  QF  COnTeM'^ 
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e)  Work  in  progress .  3 

3.  Standards  approved  by  ANSI  in  1990/1991  and  published  (or  being  publishedl 

by  ASA .  3 

4.  Organizational  matters  and  reports  on  working  groups,  including  reports  on 

letter  ballots  and  international  matters . 4 

a)  S3/Advisory  -  Advisory  Planning  Committee  to  S3  •  J.L.  Fletcher, 

Chair  .  4 

b)  S3/WG35  Audiometers  -  R.L.  Grason,  Chair .  4 

c)  S3/WG36  Speech  Intelligibility  •  L.  Marshall,  Chair  .  4 
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n)  S3/WG67  Manikins  -  M.D.  Burkhard,  Chair .  10 

o)  S3/WG69  Auditory  Trainers  -  (Vacant) .  10 

p)  S2/WG71  Artificial  Mouths  -  R.  McKinley,  Chair .  10 

q)  S2/'WG72  Measurement  of  Auditory  Evoked  Potentials  •  R.A.  Ruth, 

Chair  .  11 

r)  S3/WG73  Bioacoustical  Terminology  -  J.  Guignard,  Chair .  11 

s)  S3/WG75  Auditory  Masking  •  S.  Buus,  Chair  .  11 

t)  S3/WG76  Computerized  Audiometry  -  J.  Franks,  Chair  .  11 


u)  S3/WG77  High  Frequency  Audiometry  •  J.  Fletcher,  Chair .  12 

V)  S3/WG78  Thresholds  -  W.  /ost.  Chair .  12 

w)  S3/WG79  Calculation  of  the  Articulation  Index  (Revision  of  ANSI  S3.5* 

1 969  (R  1 986))  -  C.V.  Pavlovic,  Chair .  12 

x)  S2/WG80  Probe  Tube  Measurements  of  Hearing  Aid  Performance  •  H.C. 
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S3/327 


MINUTES 


ACCREDITED  STANDARDS  COMMITTEE  ON  BIOACOUSTICS,  S3 

U.S.  TAG  FOR  ISO/TC  43,  ACOUSTICS,  lEC/TC  29  ELECTROACOUSTICS 

and 

ISOn’C  108/SC4  HUMAN  EXPOSURE  TO  MECHANICAL  VIBRATION  AND  SHOCK 

Baltimore.  Maryland 
2  May  1991 


The  meeting  was  called  to  order  by  Ms.  L.A.  Wilber,  Chair  S3,  at  1 :30  PM  in  the  Lincoln 
Room,  the  Omni  inner  Harbor  Hotei,  Baltimore,  Maryiand. 


QRQANIZATIQNAL  MEMBERS  PRESENT 


Bohi,  C.D. 

American  Industriai  Hygiene  Association 

Brenig,  A. 

ASA  Standards  Manager 

Burnett,  E.D, 

National  Institute  of  Standards 
and  Technology  (NIST) 

Chandy,  K.T. 

Endevco  Corporation 

Kasten,  D. 

American  Speech  Hearing 

Language  Association 

Michael,  L.A. 

American  Academy  of  Otolaryngoiogy 
(alternate  for  R.J.  Naunton) 

Nixon,  C. 

U.S.  Air  Force 

Toothman,  E.H, 

FINCRP 

Wilber,  L.A. 

Chair  S3;  ASA  representative  S3 

INDIVIDUAL  EXPERTS  PRESENT 

Eldred,  K.M. 

Chair  ASACOS 

Galloway,  W.J. 

Consultant 

Johnson,  D.L. 

Chair  S3/WG62 

McKinley,  R. 

USAF;  Vice  Chair  SI 

Melnick,  W. 

Ohio  State  University 

Young,  R.W. 

Consultant 
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Arrington,  J.R. 

OTHEBS  EBESEMI 

•r 

U.S.  Primary  Standards  Lab. 

Embleton .  T.F.W. 

Vice  Chair  ASACOS 

Evans,  D.J. 

National  Institute  of  Standards 

Grason,  R.L. 

and  Technology  (NIST) 

Chair  S3/WG35 

Gross,  E.E. 

Associate  Editor,  STANDARDS  fjEWS.  JASA 

Luz,  G. 

U.S.  Army  Environmental  Hygiene 

Nedzcinitsky,  V. 

Agency,  Maryland 

National  Institute  of  Standards 

Royster,  J.O. 

and  Technology  (NIST)  (alternate  for 

E.D.  Burnett) 

Chair  S12/WG12;  Incoming  Chair  S3 

Royster,  L.H. 

Vice  Chair  SI  2 

Wong,  G.S.K. 

Chair  SI 

1.  Approval  of  the  Minutes  of  the  San  Diego.  Californla  meetina.  held.fln-29-NQyfimbflr 
198Q  (S3/3141. 

Upon  motion  made  and  seconded,  it  was 

VOTED  to  approve  the  Minutes  of  the  S3  meeting  (S3/314)  held  on  29 
November  1990,  as  circulated. 

2.  Oroaniiation 

a)  A  list  of  current  working  groups  is  attached  (see  ATTACHMENT  A). 

b)  fi8vy..Yygiklna.flrflUBit 

(I)  S3/Advisorv-Advisprv  Planning  Committee  to  S3  •  J.L..  Fletcher,  Chair 
(ii)  S3AVG81  Assistive  Llstenino  Devices  -  R.  Kesten.  Chair 
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2.  Organization  (continued) 


c)  New  Organizational  Member  of  S3  -  ENDEVCO  CORPORATION  became  an 
organizational  member  of  S3,  with  K.  Thomas  Chandv  as  representative  and 
Roger  Volk  as  alternate. 


d)  Personnel  changes  -  None  to  date. 


e)  WJlk.in-B[flflf08»  ■  for  a  summary,  see  ATTACHMf-NT  B. 


3.  Standards  approved  bv  ANSI  In  1990/1991  and  publtshed  (or  being  Publl8hed)J)v  ASA 

The  following  standards  were  approved  by  ANSI  and  published  (or  being  pubiished)  by 
ASA: 


ANSI  S1 2.40-1 990  Sound  Level  Descriptors  for  Determination  of  Compatible 
Land  Use  (revision  and  redesignation  of  ANSI  S3.23-1 980). 


ANSI  S3.41-1990  Audible  Emergency  Evacuation  Signal 


Standards  published  by  ASA  can  be  ordered  from  the  foilowing  address: 

Professional  Book  Distributors  (PBD) 

ASA  Standards  Distribution  Center 
1650  Biuegrass  Lakes  Parkway 
Alpharetta,  Georgia  30239 


Accesion  For  ^ 

NTIS  CRAAl 
DTIC  TAU  . 

Unannoii.icorl  l  ! 
Justification 


By . 

Diet  ibvtio.  I 

AvaiKic..- 


Telephone:  (404)  442-8633 
Telefax:  (404)  442-9742 


Dist 


Av.iii  ..  , 
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Organizational  matters  and  reports  on  working  groups,  including  reports  on  letter 
ballots  and  International  matters 


a)  S3/Advisorv  >  Advisory  Planning  Committee  to  53  •  J.l.  Fletcher.  Chair 

At  the  iast  meeting  of  the  ASACOS  Steering  Committee  and  of  the  individual 
S  Committees  meeting,  it  was  decided  to  form  Advisory  Planning  Committees 
to  each  of  the  S  Committees,  to  be  chaired  by  the  Vice  Chair  of  each  of  the  S 
Committees.  Please  see  ATTACHMENT  A  for  the  scope  of  this  working  group. 


b)  S3/WG35  Audiometers  -  R.l.  Grason,  Chair 

Mr.  Grason  reported  as  follows  for  the  last  meeting: 

The  document  lEC  645  Part  1 .  Pure  Tone  Audiometers  has  not  yet  been 
published  in  spite  of  a  report  on  the  voting  being  forwarded  in  February 
of  1987. 

The  document  IEC,.64S.  Pflrt.Zi  EQuipmftQ.i,far-8BMJh-audlgiMlrY 
Document  lEC/TC  29(Central  Office)  157  was  voted  upon.  Votes  were 
1 6  positive,  2  negative  (U.S.  and  U.K.).  Draft  was  revised  but  did  not 
incorporate  U.S.  technical  documents.  The  Draft  has  been  submitted  to 
the  Secretariat  for  publication. 

The  document  lEC  645.  Part  3.  SDeelficaticn  of  reference  audiometric 
testilflnali  of  short  duration.  Document  lEC/TC  29(Secretariat)192has 
been  circulated  for  comments.  It  is  proposed  that  the  revised  document 
be  recirculated  to  the  National  Committees  for  further  comment.  The 
international  Working  Group  hopes  to  meet  in  April/May  1991. 

A  draft  is  being  prepared  for  lEC  645.  Part  4.  Equipment  for  extended 
Natiireouencv  audiometry. 

The  document  ISQ/DIS  8253-2.  Audiometric  test  methods  was 
circulated  under  six  months'  rule  for  vote.  The  U.S.  voted  positively  but 
submitted  comments. 

At  the  meeting,  Mr.  Grason  reported  that  the  working  group  met  on  29  April 
1991  (at  the  ASA  meeting). 


c)  S3/WG36  Speech  Intelligibility  •  1.  Marshall.  Chair 

0  Subgroup  1.  V.  Byers 

Mr.  Byers  reported  as  follows  prior  to  the  meeting: 

The  Committee  is  deciding  whether  to  revise  the  current  draft  or 
develop  a  new  draft. 
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4.  Qroanitational  matters  and  reports  on  working  groups,  including  reports  on  letter 
ballots  and  internationat  matters  (continued) 


c)  S3A/VG36  Soaech  Intellloibilitv »  L.  Marshall.  Chair  (continued) 

0  Subaroup  2^  J,  kreul 

Mr,  KreuI  reported  prior  to  the  meeting  as  follows: 

The  approach  to  developing  guidelines  for  speech-recognition 
testing  was  modified  at  our  last  national  meeting  of  the  Society. 
The  attempt  to  standardize  vocabulary  based  upon  usage  in 
current  literature,  proved  unsuccessful  and  has  been  abandoned. 
The  effort  is  being  turned  over  to  S3A/\/G73.  An  attempt  will  be 
made  to  define  only  those  terms  that  are  not  documented  in 
medical  dictionaries  or  where  obvious  confusion  exists. 

The  reports  or  guidelines  for  reporting  speech-recognition  test 
results  and  for  standardizing  test  development  are  being 
combined  into  a  single  report.  A  rough  draft  will  be  forwarded 
to  the  group  members  this  Spring.  An  additional  report  will  be 
developed  to  indicate  the  relevant  parameters  and  strengths  and 
weaknesses  of  frequently  used  tests. 


d)  S3/WG  37  Coupler  Calibration  of  Earphones  -  B.  Kruger,  Chair 

Ms.  Kruger  has  reported  as  follows; 

Work  proceeds  on  the  revision  of  ANSI  S3.7-1 973.  A  second 
draft  is  under  review  and  awaits  input/editing  from  members. 

ANSI  S3.25-1989  was  completed  and  published. 

Coordination  of  efforts  with  lEC/TC  29/WG3. 

At  the  meeting,  it  was  reported  that  a  draft  of  the  revision  of  ANSI  S3.7-1 973 
Method  for  Coupler  Calibration  of  Earphones  should  be  ready  for  ballot  by  the 
time  of  the  next  meeting  (November  1991). 
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4.  Organizational  matters  and  reports  on  working  groups,  including  reports  on  letter 
ballots  and  International  matters  (continued) 


e)  S3yWG39  (S2) « Human  Exposure  to  Mechanical  Vibration  and  Shock  •  H.E.  von 
Gierke.  Chair  (Countoroart  to  ISO/TC  1Q8/SC41 

S3/WG39  (S2)  met  on  Tuesday,  30  April  1991,  at  the  ASA  meeting. 

Mr.  von  Gierke  reported  at  the  last  meeting  (at  the  S3  meeting)  on  the 
documents  discussed  at  the  vrorking  group  meeting,  including  those  on 
taxonomy,  whole  body  vibration,  and  ship  vibration  (the  latter  document 
received  a  negative  vote  by  the  U.S.).  The  long-term  revision  of  ISO  2631  was 
still  under  development.  New  research  was  now  surfacing  on  hand-arm 
vibration  and  white  finger  disease  and  will  be  studied  further. 

As  a  result  of  a  questionnaire  circulated  to  the  working  group  in  July  1 990 
(reported  in  the  last  S2  Minutes  (S2/210),  a  revised  membership  roster  is 
expected  to  be  prepared  shortly. 

Mr.  von  Gierke  has  previously  reported  on  the  recent  issuance  by  NIOSH  of  a 
report  on  hand-arm  vibration  criteria,  which:  (1)  does  not  focus  appropriately 
on  the  existing  ANSI  and  ISO  standards  In  the  area,  (2)  suddenly  recommends 
a  different  weighting  for  hand-arm  vibration  which  would  affect  all  tool 
manufacturers  without  specific  basis,  and  (3)  did  not  have  the  benefit  of  the 
input  of  the  relevant  cognizant  ANSI  committees  in  this  area.  Mr.  von  Gierke 
said  at  the  last  meeting  that  he  planned  to  send  a  letter  of  protest  on  this 
document  to  the  Assistant  Surgeon  General  of  the  United  States. 

Because  of  the  development  of  standards  which  conflict  or  otherwise  differ 
from  American  National  Standards  (consensus  standards)  in  this  area,  Mr.  von 
Gierke  asked  thoso  involved  in  the  American  Conference  of  Governmental 
Industrial  Hygienists  (ACGIH),  which  is  D2l  a  government  body,  to  write  urging 
this  organization  to  join  the  Standards  Committees  and  to  participate  in,  and 
follow,  the  development  of  American  National  Standards. 

ACGIH  had  issued  criteria  for  some  environmental  agents  which  conflicted  with 
the  S3  standard  on  hand-arm  vibration,  and  this  fact  led  to  a  need  to  harmonize 
in  the  future. 

Mr.  Marc  Weiss  of  the  U.S.,  Naval  Biodynamics  Laboratory,  New  Orleans, 
Louisiana,  has  been  officially  appointed  Convenor  for  ISO/TC  108/SC4/WG4 
Human  Impact  Testing. 

At  the  last  meeting,  Mr.  H.  von  Gierke  asked  Mr.  D.E.  Wasserman  to  form  an 
Ad  Hoc  Committee  on  Hand-Arm  Vibration  (see  ATTACHMENT  C).  Please  see 
ATTACHMENT  D  for  Mr.  Wasserman's  reply  to  Mr.  von  Gierke. 

The  next  meeting  of  ISO/TC  1 08/SC4,  counterpart  to  S3/WG39,  will  take  place 
from  1-4  October  1991,  in  Berlin,  Germany. 
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Organizational  matters  and  reports  on  working  groups.  Including  reoQrts.Qa  letter 
l)allots  and  International  matters  (continued) 


f)  S3/WG43  Meth>>d  for  Calibration  of  Bone  Conduction  Vibrator  •  D.  Dirks.  Cliair 

Ms.  Wilber  said  at  the  last  meeting  that  she  had  contacted  the  working  group 
chair  to  prepare  the  international  standard  in  this  area  as  a  proposed  ANSI 
Standard,  and  that  a  document  was  expected  by  the  time  of  the  next  meeting. 
(See  ATTACHMENT  E  for  a  report  on  this  working  group  by  Mr.  S.F.  Lybarger.) 


g)  S3/WG48.Hflar<nfl  Alfti-  P.Ai.Prevg?.  Chair 

Mr.  Proves  reported  as  follows  prior  to  the  meeting; 

•  The  draft  standard  Testing  Hearing  Aids  with  a  Broad-band  Noise 
Signal  is  expected  to  be  sent  to  the  S3  Chair  before  the  Spring 
1991  meeting.  (This  draft  standard  has  been  received  and  is 
being  prepared  for  S3  ballot  (LB/S3.42/328). 

•  A  telephone  line  simulator  is  being  developed  for  use  in  round 
robin  induction  coil  measures  in  situ  of  hearing  aids  with  a 
telephone  handset. 

-  Selected  portions  of  ANSI  S3. 3- 1960  (R  1990)  are  being 
included  in  the  next  revision  of  ANSI  S3. 22-1 987. 

Speech  quality  is  being  correlated  to  distortion  measures  in 
cooperation  with  NIST,  Boulder,  Colorado,  using  expert 
system/pattern  recognition. 

Several  lEC  documents  were  commented  on  for  proposed 
modifications  to  lEC  118-0,  -2,  -7  and  Publication  90. 

A  subcommittee  is  investigating  the  possibility  of  measuring 
current  drain  of  hearing-aids  with  a  broad-band  noise  input  signal. 


At  the  meeting,  Ms.  Wilber  indicated  that  another  revision  of  ANSI  S3. 22-1 937 
Specification  of  Hearing  Aid  Characteristics  was  being  prepared,  and  that  it 
should  be  available  for  ballot  by  1992. 
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Organizational  matters  end  reports  on  working  groups,  including  reports  on  letter 
‘aallots  and  international  matters  (continued) 


h)  S3/WG56  Criteria  for  Background  Noise  for  Audiometer  Testing  -  T.  Frank. 

Cbaii 

Mr.  Frank  reported  as  follows  prior  to  the  meeting: 

S3/WG56  has  completed  its  revision  of  ANSI  §3,1-1977,  R-1986. 
Proposed  ANSI  Standard  S3.1-199X  Maximum  Permissible  Ambient 
Noise  Levels  for  Audiometric  Test  Rooms,  draft  dated  November  1 990. 

This  proposed  revision  of  ANSI  S3. 1-1 977  (R  1986)  was  circulated  to 
S3  (L3/S3. 1/325)  on  29  March  1991.  The  ballot  is  expected  to  close 
on  10  May  1991. 


i)  S3/WG58  Hearing  Conservation  Criteria  •  D.L.  Johnson  and  W.  Melnlck, 
chairs 

ISO  1999:1990  Acoustics-Datermination  of  occupational  noise  exposure  and 
estimation  of  nQise-lnduced.bearina  lmpalrment  was  published  by  ISO.  The 
next  step  will  be  to  prepare  the  national  version  of  this  international  standard. 

Messrs.  Johnson  and  Melnick  have  agreed  to  prepare  the  national  version  of 
ISO  1999:1990.  The  need  for  U.S.  representation  in  this  area  has  been 
underscored,  particularly  to  attend  the  international  meetings.  It  was  decided 
at  previous  ASACOS  meeting  (21  May  1990),  that  this  standard  should  be 
developed  under  S3,  with  an  S3  designation. 

Mr.  Johnson  also  said  that  his  draft  standard,  proposed  ANSI  S3.28-1 99X,  now 
undergoing  review  of  negative  votes,  relied  on  the  tables  in  ISO  1999  and 
thought  he  should  wait  in  the  processing  of  this  proposed  standard  until  the 
issues  on  the  national  version  ot  ISO  1 999  could  be  clarified. 

Mr.  Johnson  reported  prior  to  the  meeting  as  follows: 

The  ISO  1999  standard  has  been  placed  on  a  word  processor  and  the 
majority  of  the  special  additions  required  to  make  ISO  1 999  into  an  U.S. 
standard  have  been  finished.  The  standard  is  expected  to  be  ready  for 
ballot  immediately  after  the  ASA  Soring  1991  meeting. 


])  S3/WG59  Measurement  of  Speech  levels  -  H.  Levitt.  Chair 

Ms.  Wilber  reported  that  she  had  spoken  with  Mr.  Levitt  who  had  agreed  to 
prepare  the  draft  standard  in  this  area  for  ballot  in  S3. 

Mr.  Levitt  has  indicated  that  a  draft  should  be  available  for  S3  ballot  shortly. 
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4.  Qraanlzational  matters  and  reports  on  working  groups.  Including  reports  on  letter 
ballots  and  international  matters  (continued) 


k)  S3/WG6Q  Measurement  of  Acoustic  Impedance  and  Admittance  of  the  Ear  •  D. 

miYi  Chali 

Ms.  Wilber  said  that  this  working  group  met  in  November  1 990  at  the  Seattle, 
Washington  meeting  of  ASHA.  This  was  the  first  meeting  of  this  working 
group,  as  reconstituted,  which  is  preparing  a  revision  of  ANSI  S3. 39-1 987. 


I)  S3/WG62  Impulse  Noise  with  Respect  to  Hearing  Hazard  •  D.  Johnson.  Chair 

The  draft  ANSI  Standard  S3.28-1986  for  the  Evaluation  of  the  Potential  Effect 
on  Human  Hearing  of  Sounds  with  Peak  A-Weiahted  Sound  Pressure  levels 

Above  120  Decibels  and  Peak  C-Welohted  Sound  Pressure  levels  Below  140 

Decibels  was  approved  by  S3  and  published  for  trial,  comment,  and  criticism 
for  a  period  of  three  years  (according  to  ANSI  procedures). 

No  comments  have  been  received  to  date.  A  request  for  comments  was 
therefore  placed  in  Standard  News  but  no  comments  ensued.  It  was  previously 
voted,  following  discussion,  to  send  Draft  ANSI  Standard  S3.28-1986  to  S3 
ballot  as  a  proposed  American  National  Standard. 

The  ballot  was  circulated  to  S3  (LB/S3.28/310)  on  29  June  1 990.  The  ballot 
was  closed  on  16  August  1990,  with  results  given  in  the  last  Minutes 
(S3/314).  The  negative  comments  are  being  addressed. 

Mr.  Johnson  reported  at  the  last  meeting  that  he  would  wait  in  the  processing 
of  the  negative  votes  and  comments  based  on  resolution,  and  coordination, 
with  the  proposed  national  standard  in  working  group  S3/WG58  (see  page  8). 

At  the  meeting,  Mr.  Johnson  said  that  if  the  national  counterpart  to  ISO 
1999:1990  Acoustics  •  Determination  of  occupational  noise  exposure  and 
estimation  of  noise-induced  hearing  impairment  were  to  be  approved  by  S3, 
then  he  would  propose  not  to  process  this  document.  Draft  ANSI  S3.28-1986, 
further  as  a  proposed  ANSI  standard.  The  reason  for  its  existence  was  to  fill 
a  gap  which  would  be  taken  up  by  the  publication  of  the  national  counterpart 
to  ISO  1999:1990. 


m)  S3AVG63  Audible  Emergency  Evacuation  Signal  •  M,  Whitcomb.  Chair 

Mr.  Whitcomb  reported  prior  to  the  meeting  that  since  ANSI  S3.41-1990  is 
about  to  be  published,  this  working  group  should  be  disbanded. 

Mr.  Whitcomb  was  thanked  (in  absentia)  for  his  work  in  generating  both  the 
national  and  international  standards  in  this  area.  A  ballot  will  now  be  sent  to 
S3  to  disband  the  working  group. 


n) 


With  no  activity  or  progress  report  on  this  working  group,  Ms.  Wilber  said 
previously  that  she  would  look  into  whether  there  should  be  a  new  chair,  or 
discontinuation  of  work  in  this  area. 


Ms.  Wilber  also  said  at  the  last  meeting  that  there  is  an  lEC  document 
(Technical  Report)  on  this  topic  and  that  we  should  determine  the  activity  in 
this  area  before  deciding  to  disband  the  counterpart  U.S.  working  group. 

Discussion  took  place  on  what  actions  were  needed  for  this  working  group.  It 
was  decided  to  explore  a  change  in  scope  so  as  to  retain  the  working  group 
solely  for  response  to  international  documents. 


0)  S3/WQ69  Auditory  Trainers  •  (Vacant) 

With  no  progress  in  this  area,  as  previously  noted,  Ms.  Wilber  said  at  the  last 
meeting  that  she  would  try  to  find  a  replacement  for  the  chair  of  this  working 
group.  Mr.  Lilly  had  offered  his  assistance  in  this  task. 

It  was  previously  agreed  that  the  charge  to  a  new  chair  should  be  to  expand  the 
scope,  with  a  list  of  hearing  devices,  and  tu  develop  a  clearer  title  for  this 
working  group.  Ampllflcatlon  Devices  Not  Worn  Entirely  on  the  Body  was 
suggested. 

At  the  meeting,  Mr.  Kasten  suggested  that  these  activities  could  well  fit  in  with 
the  scope  of  his  working  group,  S3/WG81,  and  this  idea  will  be  examined. 


p)  S2/WG71  Artificial  Mouths  •  R.  McKInlev.  Chair 

At  the  meeting,  Mr.  McKinley  reported  on  a  meeting  of  the  working  group  held 
on  30  April  1991  (the  first  meeting  with  a  new  chair).  The  working  group  will 
be  circulating  a  plan  to  make  some  near  field  measurements.  These 
measurements  will  be  collected  and  a  draft  of  everything,  except  for  the 
measurements  portion,  will  be  prepared.  A  draft  for  S3  ballot  is  expected  by 
May  1992. 
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4.  Organizational  matters  and  reports  on  working  groups,  including  reports  on  ietter 
ballots  and  International  matters  (continued) 


q)  S2/WG72  Measurement  of  Auditory  Evoked  Potentials  -  R.A.  Ruth,  Chair 

Mr.  Ruth  reported  as  follows  prior  to  the  meeting: 

We  have  collected  normative  perceptual  threshold  data  for  two  supra- 
aural  earphones  ITDH-39  and  TDH-49)  and  one  insert  earphone  (ER-3A). 
We  are  currently  in  the  process  of  summarizing  these  data  for  use  in  the 
standard.  Once  this  task  is  finished,  we  hope  to  produce  a  semi-final 
draft  of  the  standard  for  comment  and  criticism. 


r)  S3/WG73  Bloacoustlcal  Terminology  -  J,  Guignard.  Chair 

An  SI  and  SI  2  terminology  document  (on  acoustics  and  electroacoustics)  was 
circulated  to  S3  (LB/S3/316)  on  20  November  1 990.  The  ballot  ''losed  on  2 
January  1991  with  results  as  given  in  ATTACHMENT  F  of  these  Minutes.  The 
document  was  circulated  for  ballot  to  SI  and  SI  2,  and  to  S2  for  information 
and  comment.  Chairs  of  the  ASA  Technical  Committees,  and  all  other 
interested  parties,  were  also  sent  the  terminology  document  for  their 
information  and  comment. 

Mr.  Guignard  has  reported,  as  noted  in  ATTACHMENT  G. 


s)  S3/WG75  Auditory  Masking  -  S.  Buus.  Chair 

Mr.  Buus  previously  reported  that  the  working  group  hoped  to  complete  a 
literature  review  within  the  next  year  and  possibly  start  a  draft  of  the  standard 
at  that  time. 

Ms.  Wilber  noted  that  she  had  not  heard  from  Mr.  Buus  for  some  time. 


t)  S3/WG76  Computerized  Audiometry  -  J.  Franks.  Chair 

Mr.  Franks  said  at  the  last  meeting  that  the  working  group  was  attempting  to 
put  all  the  material  together  and  hoped  to  prepare  a  working  draft  (WD)  by 
November  1991. 

Ms.  Royster  said  she  would  try  to  make  contact  with  Mr.  Franks  during  this 
ASA  meeting. 
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4.  Organizational  matters  and  reports  on  working  oroups.  including  reports  on  letter 
ballots  and  International  matters  (continued) 


u)  S3/WG77  High  Freouencv  Audiometry  -  J.  Retcher.  Chair 

Mr.  Fletcher  reported  prior  to  the  meeting  as  follows: 

S3/WG77  met  in  San  Diego,  California.  Plans  were  discussed  to  submit 
to  Veterans  Administration  (VA)  for  funding  necessary  to  do  the 
calibration  study  proposed  by  Drs.  Abel  and  Shaw  but  not  funded  by 
NINCDS.  Lilly  and  Fausti  will  try  to  do  the  study  in  the  VA.  Members 
will  nominate  and  secure  extended  frequency  audiometers  in  wide  use 
for  test.  Lilly  and  Fausti  will  conduct  the  study  with  results  to  be 
reviewed  by  S3A/VG77  for  purposes  of  formulating  a  calibration 
recommendation. 


V)  S3/WG78  Thresholds  -  W.  Yost.  Chair 

The  scope  of  this  working  group  is  to  provide  a  liaison  with  ISO,  lEC  and  other 
national  working  groups  for  standards  dealing  with  auditory  thresholds  and 
procedures  to  measure  these  threshold.  No  meetings  are  planned. 


w)  S3/WG79  Calculation  of  the  Articulation  Index  mevlslon  of  ANSI  S3.5-1 969  (R 
198611 -C.V.  Pavlovle.  Chair 

Mr.  Pavlovic  reported  prior  to  the  meeting  that  a  draft  of  the  proposed  revision 
of  ANSI  S3.5-1969  is  expected  to  be  discussed  at  the  Spring  1991  meeting. 

Ms.  Wilber  said  that  a  draft  was  expected  to  be  prepared  by  the  Fall  1991 
meeting. 


x)  S2/WG80  Probe  Tube  Measurements  of  Hearing  Aid  Performance  -  H.C. 
Schweitzer,  Chair 

Mr.  Schweitzer  previously  reported  that  the  working  group  met  in  New  Orleans 
before  the  American  Academy  of  Audiology  meeting  in  April  1990.  He  said 
that  draft  work  was  in  progress  and  a  first  rough  draft  should  bo  ready  shortly. 

Mr.  Kasten  reported  at  the  last  meeting  that  it  should  not  be  too  long  before 
drafts  would  be  prepared,  one  for  procedures,  and  the  second  for  checking  the 
equipment. 
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4.  Organizational  matters  and  reports  on  working  groups,  including  reports  on  letter 
ballots  and  international  matters  (continued) 


y)  S3/WG81  Assistive  Listening  Devices  •  R.  Kasten.  Chair;  M.  Wynne.  Vice  Chair 

At  the  last  meeting,  it  was  decided  that  it  was  important  to  establish  a  working 
group  in  this  area,  having  regard  to  the  renewed  interest  and  governmental 
regulations  affecting  this  area.  A  Letter  Ballot  (LB/S3/318)  was  circulated  to 
S3  on  1  February  1991.  The  ballot  closed  on  8  March  1991  with  unanimous 
approval  of  the  proposed  new  work  item.  The  results  are  given  in 
ATTACHMENT  H.  The  scope  of  this  new  working  group  is  listed  in 
ATTACHMENT  A. 

At  the  meeting,  Mr.  Kasten  indicated  he  had  just  received  notification  of  the 
establishment  of  the  working  group  and  that  eight  (8)  people  had  already 
volunteered  to  participate  in  the  activities.  He  added  that  one  or  two  meetings 
would  probably  take  place  before  the  Houston  meeting  (November  1991).  FDA 
activity  in  this  area  was  underscored  and  FDA  representation  will  be  sought  for 
participation  in  the  activities  of  this  working  group. 


miAISQN, WOPKlhLg  .gaoups 

a)  S3/TAG  Liaison  to  lEC/TC  87  Ultrasonics -  W.  Nvborg,  Chair 

Mr.  Nyborg  could  not  be  present  at  the  S3  meeting  but  has  been  communicating 
on  the  recent  activities  of  lECn’C  87. 


5.  International  Matters 

gSPgral 

Mr.  von  Gierke  reported  prior  to  the  last  meeting  that  there  had  been  inadequate  U.S. 
attendance  and  support  at  the  recent  ISO/TC  43  and  ISO/TC  43/SCI  meetings  in  the 
Netherlands.  Standards  wero  being  developed  on  an  expedited  basis  in  ISO  and  lEC 
due  to  increased  activity  in  the  European  Community  (CEN)  to  reach  their  targeted 
goals  by  1 992.  The  U.S.  was  at  a  disadvantage  in  the  economic  ability  to  be  at  all  the 
meetings,  and  the  change  in  ISO  Procedures  did  not  allow  a  country  to  continue  as  a 
Participating  (P)  Member  without  specific  attendance  at  meetings  and  timely  response 
on  all  documents  circulated. 

Several  new  working  groups  have  been  proposed  in  ISO/TC  43  and  ISO/TC  43/SCI. 
See  ATTACHMENT!  for  the  report  on  the  activities  of  TC  43  and  TC  43/SCI  prepared 
by  the  Standards  Secretariat). 
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International  Matters  (continuedi 
General  (continued) 

The  new  ISO/TC  43  and/or  ISO/TC  43/SCI  work  items  (reported  in  the  last  SI 
Minutes,  (SI/334)  are  as  follows: 

Revision  of  ISO  6081 :1 986 
Revision  of  ISO  487 1:1984 
Revision  of  ISO  5 1 29: 1 987 

Revision  of  ISO  7779:1 988  Measurement  of  Airborne  Noise  emitted  by 
Computer  and  Business  Equipment 

Amendment  to  ISO  362:1981  and  ISO  7188:1985  Specification 
regarding  test  track  surfaces 

Noise  Reduction  -  general  guidelines  regarding  noise  generation  and  noise 
reduction 

•  Noise  Reduction  -  general  requirements  regarding  reduction  of  noise  in 
the  workplace 

Methods  for  the  determination  of  the  acoustical  performance  of  noise 
attenuating  devices 

•  Methods  and  equipment  for  the  measurement  of  real-ear  characteristics 
of  hearing  aids  (for  lEC/TC  29  and  ISO/TC  43  respectively) 

Insertion  loss  of  noise  barriers 

Measuring  method  for  comparing  traffic  n  oise  on  different  road  surfaces 

A  memorandum  requesting  a  review  of  the  lists  of  ISO  standards  and  comparison  with 
their  national  (U.S.)  counterparts,  was  received  from  ANSI,  dated  7  June  1990.  This 
memorandum  was  passed  onto  the  U.S.  TAG  Chairs  for  the  various  ISO  activities  in 
which  the  U.S.  TAG  is  responsible. 

Responses  were  requested  by  the  Standards  Secretariat  by  7  January  1991.  A  copy 
of  the  relevant  correspondence  is  attached  (ATTACHMENT  J). 

At  the  SI 2  meeting,  Mr.  von  Gierke  called  attention  to  the  need  for  the  U.S.  to 
become  more  involved  with  international  standardisation  activities  and  especially  to 
participate  in  the  overseas  meetings.  This  was  crucial  having  regard  to  European  bloc 
voting  and  the  emphasis  on  regional  (CEN  and  CENELEC)  standards,  often  at  the 
expense  of  international  (ISO  and  lEC)  standards  development.  He  said  that  with 
government  support  for  most  of  the  European  standardizing  bodies,  the  U.S.  was  in 
a  particularly  difficult  position  to  support  its  delegations  overseas  and  that  the  recent 
inquiry,  and  support  for,  the  U.S.  voluntary  system  of  standards  development  had  not 
fully  taken  into  account  the  ve»y  real  problem  of  support  for  the  activities  and  need  to 
be  physically  present  at  the  international  working  group.  Subcommittee  and  Technical 
Committee  meetings,  held  most  often  overseas. 

There  should  be  a  way  to  keep  apprised  of  the  documentation  flow  and  to  be  able  to 
prepare  U.S.  responses  better  than  in  the  past,  in  order  for  the  U.S.  to  be  able  to 
influence  decision  making  on  standards  development. 
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(1 )  representation  by  the  U.S.  at  the  next  ISO/TC  43  meeting,  to  take  place 
in  Australia  in  December  1991.  Those  interested  and  ablo  to  attend 
should  contact  Mr.  von  Gierke. 

(2)  that  the  international  work  will  be  considered  parallel  to  the  national 
efforts  in  the  working  groups. 

Messrs.  Crocker.  Schomer  and  Young,  present  at  the  S12  meeting,  indicated  their 
willingness  to  attend  the  next  ISO/TC  43  and  ISO/TC  43/CC1  meetings. 

NOTE:  At  the  S3  meeting,  Mr.  Grason  and  Ms.  Wilbar  also  indicated 

their  probable  participation  in  the  ISO/TC  43  meetings. 


a)  tniemattpnal  Electrotechnical  Commission  (lEC) 

0  lEC/TC  29  Electroacoustics  •  V.  Nedzelnitskv.  Technical  Advisor 

a)  A  list  of  documents  submitted  to  the  U.S.  for  vote  and/or 
comment  is  given  in  ATTACHMENT  K.  Mr.  Nedzelnitsky's  report 
is  also  attached  ATTACHMENT  L.  The  next  meeting  of  IEC/TC 
29  will  be  held  in  Rotorua  (New  Zealand)  from  25  to  29  November 
1991. 

0  Liflim  lECrrC  87  Ultrasonics  •  P.D.  Edmonds.  U.S.  Technical 
Advltflf 

Mr.  Wes  Nyborg,  ASA  liaison  representative  to  IEC/TC  87,  will  be 
submitting  a  report  on  his  comments  on  liaison  documents  IEC/TC 
87(Central  Office)  11  and  23.  Mr.  Nyborg  has  also  submitted  a  report 
nn  IEC/TC87  activities  (see  ATTACHMENT  Ml. 

Mr.  Nyborg  asked,  at  the  last  meeting,  for  background  information  on 
the  involvement  of  S3  in  the  ultrasonics  standardization  fieiu  and  for 
what  his  role  might  be  as  ASA  liaison  to  IEC/TC  87  Ultrasonics.  The 
details  of  this  history  were  discussed  and  were  given  in  their  specifics 
in  previous  S3  Minutes. 
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5.  Intemetlonal  Matters  (continued) 

a)  International  Electrotechnical  Commission  (lEC)  (continued) 

it  was  decided,  following  the  last  meeting,  that  it  would  be  useful  to 
establish  a  liaison  working  group  in  S3,  with  Mr.  W.  Nyborg  as  Chair,  so 
that  he  will  be  able  to  report  on  the  activities  in  ultrasonics  and  review 
any  documents  for  S3  which  may  come  under  the  S3  Committee's 
scope.  A  Letter  Ballot  (LB/S3/320)  was  therefore  circulated  to  S3  on  1 
February  1991.  This  ballot  closed  on  8  March  1991  with  unanimous 
approval  of  the  proposed  liaison  working  group.  The  results  are  given 
in  ATTACHMENT  N. 


b)  International  Organization  for  Standardization  (ISO 

0  ISO/TC  43  Acoustics  and  ISO/TC  43/SCI  Noise  •  H.E.  von  Gierke,  TAQ 
Chair 

A  report  on  the  activities  of  ISOH'C  43  has  been  prepared  by  the 
Standards  Secretariat  (see  ATTACHMENT  I). 

A  report  was  given  on  the  ISO/TC  43  meetings  held  in  Rotterdam  from 
14  to  18  May  1990  in  the  previous  SI  Minutes  (SI/331)  along  with 
copies  of  the  draft  resolutions.  The  Draft  Reports  from  this  meeting  are 
available  from  the  ASA  Standards  Manager.  The  next  meetings  of 
ISO/TC  43  and  ISO/TC  43/SCI  are  expected  to  be  held  in  December 
1991  in  Australia. 


0  ISO/TC  108/SC4  Human  Exposure  to  Mechanical  Vibration  and  Shock  • 

.HL  yonflicrkMAQ  ChaL- 

A  report  on  the  overall  activities  of  ISO/TC  108  (including  ISO/TC 
108/SC4)  is  given  in  ATTACHMENT  0. 

The  next  meeting  of  ISO/TC  108/SC4  will  be  held  from  1-4  October 
1991,  in  Berlin,  Germany. 


6.  Bevlew_QL  Standards  more  than  five  year  in  existence 

Section  4.4  of  the  ANSI  Procedures  for  the  Development  and  Coordination  of  American 
National  Standards  requires  that  each  complete  American  National  Standard  (including 
its  supplements  and  addenda)  be  reviewed  at  least  every  five  years  to  determine 
whether  it  should  be  reaffirmed,  revised  or  withdrawn.  Provision  is  made  for 
extensions  of  time,  except  that  no  extension  is  granted  beyond  ten  years  from  the  date 
of  approval  by  ANSI. 


/ 
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6.  Review  of  Standards  more  than  five  year  In  existence  (continued) 

a)  Eight  (8)  S3  standards  were  reaffirmed  by  ANSI  in  April  1990  as  listed  in  the 
S3  Minutes  (S3/309).  The  S3  standards  will  be  closely  reviewed  to  see  which 
ones  now  require  revision,  in  line  with  ANSI  Procedures  for  the  timely  update 
of  standards. 


b)  It  should  be  noted,  with  respect  to  ANSI  S3.19-1974  (R  1979).  that  ASACOS 
decided  at  its  meeting  held  on  21  May  1990,  to  continue  this  standard  under 
S3  jurisdiction,  with  its  S3  designation,  until  such  time  as  it  is  revised.  Once 
revised,  it  will  assume  an  SI  2  designation,  under  the  jurisdiction  of  Accredited 
Standards  Committee  SI  2,  Noise. 


7.  New  International  Standards  Available  From  ANSI 

0  IS0140-3;199Q  Amendment  1  to  ISO  140-3:1978  -  A(;oustics  •  Measurement 

of  sound  insulation  in  buildings  and  of  building  elements  •  Part  3:  Laboratory 
measurements  of  airborne  sound  insulation  of  building  elements 

0  ISO  389:1991  •  Acoustics  -  Standard  reference  zero  for  the  calibration  of  pure- 
tone  air  conduction  audiometers 

0  ISO  4969-1  ;1 990  Acoustics  -  Hearing  protectors  -  Part  1 :  Subjective  method 
for  the  measurement  of  sound  attenuotion 

0  ISO  5136-1990  Acoustics  -  Determination  of  sound  power  radiated  into  a  duct 
by  fans  -in-duct  method 


8.  Procedural  Ballots 

a)  The  request  for  organizational  membership  by  ENDEVCO  CORPORATION 

v/as  submitted  to  S3  Letter  Ballot  (LB/S3/319)  on  1  February  1991.  The  ballot 
closed  on  8  March  1991  with  unanimous  approval  for  the  new  organizational 
member.  The  results  are  given  in  ATTACHMENT  P.  Mr.  K.T.  Chandy  was 
welcomed  at  the  S3  meeting. 


b)  According  to  ANSI's  procedures,  under  which  the  Accredited  Standards 
Committees  operate,  the  Officers  of  the  Standards  Committees  are  to  be 
confirmed  (at  the  bealnnlna  of  their  terms),  as  well  as  Individual  Experts  (the 

latteLlo  be  conflrmed  annually}  bv  the  respective  Standards  Committees. 

A  Letter  Ballot  (L9/S3/317)  was  circulated  to  S3  on  22  January  1991  on  the 
proposed  appointments  for  1991/1992.  The  list  of  officers  and  individual 
experts  is  attached  for  information  (see  ATTACHMENT  Q).  The  ballot  closed 
on  5  March  1991  with  .majority  approval  of  the  list  of  officers  and  individual 
experts  for  1991/1992.  The  results  are  given  in  ATTACHMENT  Q. 


I 
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8.  Procedural  Ballots  (continued) 

c)  At  the  last  meeting  of  ASACOS  held  on  Monday,  26  November  1 990,  it  was 
decided  that  the  Accredited  Standards  Committee  Procedures  should  contain 
an  additional  section  relating  to  the  conciliation  of  negative  votes  and  positions 
on  documents  sent  for  ballot.  It  was  also  considered  appropriate  to  amend  the 
wording  of  clause  8.6  of  the  Accredited  Standards  Committee  Procedures  in 
line  with  the  changes  which  had  occurred  in  the  ANSI  procedures,  since  they 
were  approved  by  ANSI  on  9  September  1 987.  A  ballot  was  circulated  to  S3 
(LB/S3/321)  on  1  February  1991.  The  ballot  closed  on  15  March  1991  with 
majority  approval  of  the  proposed  amendment  to  the  Standards  Committees 
Procedures.  The  results  are  given  in  ATTACHMENT  R.  Subsequent  to  the 
ballot,  Mr.  C.D.  Bohl  and  Mr.  R.H.  Sachs  reversed  their  negative  votes,  resulting 
in  unanimous  approval  of  the  proposed  amendments. 


9.  Qthgf 

a)  With  respect  to  ISO  266  Acoustics  -  Preferred  Freouencles  for  Measurements. 
Mr.  Young  has  prepared  an  amended  version  of  this  standard  which  has  now 
bean  submitted  to  the  Secretariat  of  ISO/TC  43,  on  behalf  of  the  U.S.  Member 
Body,  which  had  agreed  to  provide  this  amendment.  This  item  comes  under  the 
work  of  ISO/TC  43/WG1  Threshold  of  Hearing. 

Upon  approval  of  this  document,  it  is  hoped  to  transform  it  Into  a  national 
standard. 


b)  Protect  Initiation  Notification  System  (PINS)  forma  reouested  bv  ANSI 

The  Standards  Secretariat  provided  ANSI,  on  11  December  1989,  with  a 
current  list  of  £2  projects  for  use  under  the  new  Project  Initiation  Notification 
System  (PINS).  These  are  expected  to  be  tabulated  in  a  computerized  system 
eventually  by  ANSI. 


10.  Mbw  BuilMtl 

(a)  At  the  S3  meeting,  Mr.  Galloway  said  that  ASACOS  had  convened  an  ad  hoc 
committee  to  revise  the  ASACOS  Editorial  Guidelines  to  make  them  consistent 
with  the  newly  revised  ANSI  Style  Manual.  This  ANSI  Style  Manual  utilizes  Part 
3  of  the  ISO  Directives  and  also  recommends  submission  of  draft  standards  in 
electronic  format  (using  word  perfect  5.1). 

(b)  Additionally,  it  was  stated  that  ASACOS  had  adopted  a  policy  on  metrication, 
endorsing  that  of  ANSI,  to  use  SI  units  in  all  new  standards. 
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11.  Thanks  to  Outooinfl  Chair  S3 

Appreciation  for  the  outstanding  efforts  of  Ms.  Laura  Wilber  as  S3  Chair  was  given  at 
the  meeting.  It  was  noted  that  during  her  tenure,  many  S3  standards  were  developed 
and  published.  Ms.  Julia  Royster  will  become  S3  Chair  following  this  meeting. 

12.  Future  Meetings 

The  next  meeting  of  S3  will  be  held  on  Thursday  .  7  November  1991.  in  HouslotL 
Texas.  commancIr^Q  at  3:00  PM. 

13.  Adloucnmoitf 

The  meeting  was  adjourned  at  2:30  P.M. 


Avril  Brenig 
Standards  Manager 
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ACCREDITED  STANDARDS  COMMITTEE  ON  BIOACOUSTICS  •  S3 


SECRETARIAT;  Acoustical  Society  of  America 


SCOPE;  Standards,  specifications,  methods  of  measurement  and  test,  and  terminology 
in  the  fields  of  mechanical  shock  and  physiological  acoustics,  including 
aspects  of  general  acoustics,  shock,  and  vibration  which  pertain  to 
biological  safety,  tolerance  and  comfort. 


CHAIRS  l..A..WIIbaf 

422  Skokie  Boulevard 
Wilmette,  IL  60091 

(708)  491-2470 


VICE.CHAIR:  J.L.netgh8r 

Department  of  Psychology 
Southwest  Texas  State 
University 

San  Marcos,  TX  78666 
(512)  245-2526 


SECRETARY;  A.  Brenlg 

Standards  Secretariat 
Acoustical  Society  of  America 
335  East  45th  Street 
New  York,  NY  10017-3483 

(212)  661-9404 


WORKING  GROUP  TITLE  AND  SCOPE  CHAIR 

(a)  S3/Advisory  S3  Advisory  Planning  Committee  -  Be  cognizant  of  J.L.  Fletcher 

standards  needs  within  the  scope  of  the  Committee, 
and  organize  those  needs  in  accordance  with  priority, 
and  other  relevant  factors,  into  a  coherent  three  year 
plan  for  Committee  activity.  This  three  year  plan  for 
the  preparation  of  standards  should  include  those  which 
need  updating,  having  regard  to  the  international  work 
items  and  standards,  and  the  need  for  timely  review 
(reaffirmations,  revisions,  withdrawals,  etc.)  of  all 
national  standards,  and  the  priority  of  new  standards  needs. 

The  plan  of  action  should  be  developed  with  attention  to 
(i)  the  overall  Committee  scope,  (ii)  its  technological 
needs,  (iii)  the  relation  of  national  to  international 
standardization,  (iv)  the  rate  of  development  of  new 
standards,  and  (v)  the  timeliness  of  the  preparation  of 
revisions  of  standards. 
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WQRXltiQ..GRQUR 

(b)  S3/WG35 

(c)  S3ANQ36 

S3/WQ36  (SQ-1) 

S3/WQ36  (SQ-2) 

(d)  S3/WG37 

(e)  S3/WG39  (S2) 


TITLE  ANP  SCOPE 

Audomotflft  {counterpart  to  lEC/T.C  29M.g.lQi 
ISQ/TC  4a/W01  and  ISO/TC  43/WC31  ■  To  review  lEC 
and  ISO  documents  concerning  audiometers;  preparation 
of  a  standard  on  pure-tone  audiometry  (S3.21). 

Speech  IntelHoibilitv  -  Preparation  of  recommended 
methods  for  the  measurement  of  the  intelligibility 
of  speech  as  affected  by  spectral,  amplitude  and 
temporal  distortions  of  the  speech  signals,  and  by 
noises  that  arise  from  or  in  the  acoustical,  electrical 
(if  any)  and  ear  receptor  paths  used  for  transmitting 
speech  from  the  talker  to  the  listener. 

Subgroup  1  ♦  Speech  Audiometry  (Steady  State 
Noisel  -  Standardization  of  Speech  Audiometry 
Procedures,  especially  speech  reception  thresholds 
for  clinical  use. 

Subgroup  2  •  Speech  Audiometry  •  Standardization 
of  speech  and  audiometry  procedures;  speech 
discrimination  tests  for  clinical  and  diagnostic  use. 

■CftUBlflr..Calibrat}Qn.Qf  Earphonea  {counterpart 
to  lEC/TC  29/WG3)  -  Coordinate  ANSI  projects  with  lEC 
working  groups.  Prepare  revisions  to  existing  earphone 
calibration  standards,  prepare  new  standards  for 
circumaural  earphones,  study  and  prepare  standards  for 
simulation  of  the  human  ear  for  measurement  purposes. 

Human  Exposure  to  Mechanical  Vibration  and 
Shock  (counterpart  to  ISQ/TC  1Q8/SC4)  • 

Standardization  in  the  field  of  shock,  vibration  and 
related  biodynamic  environments  with  regard  to  health, 
safety,  performance  and  comfort  criteria  and  guidelines 
regarding  the  effects  of  occupational  and  non-occupational 
exposures  on  the  human  population  (environments  of 
primary  interest  are:  vibration,  rotational  oscillations, 
shock  and  impact  transmitted  to  the  whole-body  or  parts 
thereof).  Preparation  of  standard  terminology  and 
characterization  of  the  biodynamic  properties  of  humans 
with  and  without  support  and  restraint  devices  by  means 
of  biodynamic  models  or  analogues  is  also  included 
as  a  basis  tor  the  description  of  the  physical, 
behavioral  and  physiological  <^ffects  of  the  mechanical 
environments  under  consideration. 
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WORKING  GROUP 

(f)  S3AWG43 

(g)  S3/WG48 

(h)  S3/W056 

(i)  S3/WG58 

(J)  S3/WG59 


(k)  S3/WG60 

(t)  S3/WG62 


TITLE  AND  SCOPE 

Method  for  Calibration  of  Bone  Conduction 
Vibrator  •  (a)  U.S.  standards  on  audiometric 
bone  vibration  calibration;  (b)  review  of 
related  international  standards. 

Hearing  Aids  -  (a)  all  aspects  of  hearing  aid 
measurement  except  couplers;  (b)  review  of 
reivMed  international  documents. 

Criteria  for  Background  Noise  for  Audiometer 
Taitina  •  To  establish  maximum  tolerable  background 
noise  levels  during  audiometric  tests  (revision  of 
S3. 1*1 977  Criteria  for  Permissible  Ambient  Noise 
During  Audiometer  Testing). 

Hearing  Consenratlon  Criteria  (counterpart  to 
ISO/TC  43A/VG1)  •  To  determine  hearing  conservation 
criteria. 

Measurement  of  Speech  Levola  -  To  develop  a 
standard  method  for  measurement  of  speech  and 
speech-tomoise  ratios  in  technical  reports  and 
equipment  specifications.  The  standard  should 
provide  the  best  measurement  of  speech  levels  and 
indicate  the  number  of  samples,  weighting  (overall 
vs.  A-level)  and  total  length  of  speech  sample. 

In  addition,  approximations  may  be  suggested  to 
determine  speech  for  simple  sound  level  meter 
ooservations.  The  standard  would  not  consider 
microphone  type,  placement  or  other  specification 
for  the  physical  measurement  of  speech,  but  would 
concentrate  on  assessment  after  the  speech  is  in 
recorded  form. 

Measurement  of  Acoustic  Impedance  and  Admittance 
of  the  Ear  •  The  measurement  of  acoustic  immittance 
(acoustic  impedance  or  acoustic  admittance)  within 
the  human  external  auditory  canal.  The  measurements 
are  to  ensure  that  acoustic-immittance  measurements 
will  be  substantially  the  same  for  a  given  individual 
when  these  measurements  are  obtained  with  any 
instruments  that  meet  the  specifications  and  tolerance 
outiinec/  in  a  standard,  and  whan  comparable  test 
conditions  prevail. 

Impulse  Noise  with  Respect  to  Hearing  Hazard  -  ‘ 

To  develop  criteria  for  predicting  the  changes  in 
hearing  due  to  human  exposure  to  impulsive  noise. 
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WORKING  GROUP 

(m)  S3/WG63 

(n)  S3ANG67 

(0)  S3/WG69 

(p)  S3/WQ71 

(q)  S3/WG72 

(r)  S3/WG73 

{*)  S3/WG75 

(t)  S3/WG76 


TITLE  AND  SCOPE 

Audible  Emergency  Evacuation  Signal  -  Define  the 
characteristics  of  a  standard  audible  emergency 
evacuation  signal  that  shall  be  used  for,  and  shall 
be  limited  to,  situations  requiring  immediate  and 
complete  evacuation  from  a  building  because  of  an 
emergency  (e.g.  fire).  When  detected  by  the  occupant 
of  any  building,  the  standard  signal  should  indicate 
imminent  danger  and  signify  unambiguously  that 
evacuation  is  necessary. 

Manikins  -  (counterpart  to  lECrrC  29/WG13)  -  To 
prepare  a  standard  describing  a  device  that 
simulates  a  person  for  acoustic  measurements. 

Monitor  and  coordinate  with  international  standards. 

Auditory  Trainers  -  To  prepare  a  national  standard 
on  hearing  aid  devices  with  components  not  entirely 
worn  by  the  listener,  to  include  independent 
components  used  in  replacement  of,  or  in  conjunction 
with,  personal  wearable  hearing  aids;  to  review  and 
comment  on  related  national  and  international  documents. 

Artificial  Mouths  -  To  develop  a  standard  specifi¬ 
cation  for  sound  sources  used  as  artificial  mouths 
to  measure  the  performance  of  microphones  positioned 
close  to  the  talker. 

Measurement  of  Auditory  Evoked  Potentials  •  To 
draft  a  standard  dealing  with  the  instrumentation 
and  methods  of  calibration  associated  with  the 
measurements  of  auditory  evoked  potentials. 

Bloacousticol  Terminology  •  To  prepare  a  draft 
standard  on  bioacoustical  terminology  to  supersede 
ANSI  S3.20-1973. 

Auditory  Masking  -  To  define  a  psychological  frequency 
scale  and  auditory  filter  characteristics.  These 
definitions  permit  calculation  of  detection  threshold 
for  a  signal  in  the  presence  of  noise.  The  listeners 
are  assumed  to  have  normal  hearing  and  the  noise  to 
be  continuous  in  the  time  and  frequency  domains. 

Computerized  Audiometry  -  Standardization  of 
computer  applications  to  audiometry,  including 
automated  psychophysical  procedures. 
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(u)  S3/WG77 


(V)  S3/WQ78 

(w)  S3ANG79 

(X)  S3/WG80 

(y)  S3/WG81 


(8)  S3/L-1 


TITkE  AND  SCQPg 

High  FrcQuencv  Audiometry  -  Development  of 
standards  for  high  frequency  audiometers  in 
the  frequency  range  of  8,000  to  20,000  Hz. 
Coordination  v.Uh  ISO  working  groups  with  similar 
scopes. 

Thresholds  -  To  provide  a  liaison  with  ISO,  lEC 
and  other  national  working  groups  for  standards 
dealing  with  auditory  thresholds  and  procedures 
to  measure  these  thresholds. 

Calculation  of  the  Articulation  Index  •  To 
consider  revision  of  the  current  standard  on 
calculation  of  the  articulation  index:  ANSI  S3. 5-1 969 
(R  1986). 

Probe-tube  Measurements  of  Hearing  Aid 
Performance  •  To  develop  standards  for  the 
determination  of  the  real  ear  electroacoustic 
performance  of  hearing  aids  in  situ. 

Assistive  Listening  Devices  •  To  provide  definitions 
for  various  types  of  assistive  listening  devices. 

To  determine  which  assistive  listening  devices  can 
be  measured  acoustically  and  to  provide  standard 
procedures  for  such  acoustic  measurement. 


S3  LIAISON  WORKING  GROUPS 


S3  TAG  Liaison  to  lEC/TC  87  Ultrasonics  - 
To  provide  liaison  on  documents  and  activities 
emanating  from  IEC/TC  87  Ultrasonics. 


CHAIB 
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W,  Yost 

C.V.  Pavlovlc 

H.C.Schweitzef 

P.t.Kastgn 
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D.E.  WASSERMAN-..-'’^-- 
7910  MITCHELL  FM'iLN.  - 
CINCINNATI,  OHIO -46242 
(513)  891-9084 


To;  Tony  DrAmmer,  Ph.D 

Mnrtin  Cherniack,  M.D. 
Hester  Hursh<  M.D. 
Peter  Pelmeari  M.D. 


December  6,  1990 


Dear  Colleagues, 

Thanks  to  each  of  you  for  agreeing  to  become  a  member  of  this 
ANSI  Ad  Hoc  Committee  on  HAnrt-Arm  Vjibration.  As  you  know  Dr. 
Hennlnl{‘“Vo?r^1WireT''6hairman,  of  ANSI  S3. 39  has  asked  me  at  our 
San  Diego  meeting  of  last  week  to ■form  this  Ad  Hoc  Committee  on 
Hand-Arm  Vibration.  Because  this  is  an  ANSI  issue,  we  hove 
limited  this  group  to  include  those  in  North  America  who  are 
knowledgeable  in  this  area.  Dr.  VonOierke’s  stated  purpose  of 
this  committee  is  to  advise  him  as  to  the  need  or  lack  of  need  to 
modify  the  existing  weighting  curves  used  in  ANSI  93.34  Hand-Arm 
Vihn\tlon  Standard  issued  in  1988.  We  therefore  have  been  asked 
to  exped Ic ioual y  seek  out  and  gather  any  and  all  available 
I  published,  in  press,  and-with  permission-unpublished)  medical 
and  epidemiologic  data  and  studies  which  can  help  shed  light  on 
this  important  issue.  As  a  first  step,  T  am  asking  each  of  you  to 
please  send  me  at  the  above  address  and  no  later  than  March 
1991:  a)  A  hard  copy  of  each  relevant  study  if  available,  b) 
Rcferenccis)  to  said  studies  as  appropriate  if  hard  copy  is  not 
available,  c)  Any  other  relevant  data.  Please  do  NOT  send  me  a 
copy  of  the  NIOSH  standard  as  I  already  have  a  copy.  I  will  also 
be  gathering  these  data  myself. 

Second,  after  March  15,  upon  receiving  these  data  from  you  and 
gathering  studies  myself,  T  will  prepare  and  mail  copies  of 
these  studies  to  each  of  you  as  well  and  myself.  Third,  I  will 
ask  each  committee  member  to  carefully  review  these  documen^ 
seeking  your  written  comments.  Fourth,  I  will  prepare  a  DRAFT 
written  report  to  the  Chairman  based  upon  all  our  comments  and 
recommendations  and  send  the  draft  to  each  committee  member  for 
final  comments  and  consensus.  Upon  receipt  of  the  final  comments, 
I  wi.'l  then  prepare  and  distribute  to  each  committee  member  a 
final  report  and  send  our  recommendations  to  the  Chairman.  It  may 
be  necessary  to  issue  both  a  majority  and  minority 

Chairman  if  we  cannot  reach  a  consensus  on  our  recommendations. 

I  am  open  to  suggestions  at  any  time 
you  in  advance  for  your  assistance  «ndjf  ^ 


receiving  your  re 


iferences  and/or  papers  on  HAV  weighting. 


Sincerely, 

yilr' 


cc  H.  VonGierke 
A.Brenig 


;  •» 
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ANSI  Ad  Hoc  Committee  on  Rmnd^Arm  Vibration 

A.J.  BRAMMER,  Ph.D 

National  Research  Council  of  Canada 

Division  of  Physics 

Ottawa,  Ontario,  Canada  K1AOR6 

phone:  (6l'3)  993-6160 

M.O.  Cherniack,  M.D.,  M.P.H.  ‘v 

Assistant  Professor  of  Medicine 
Occupational  Medical  Dept. 

YALE  University  Medical  School 

333  Cedar  Street 

New  Haven,  Conn,  06510 

phones:  (203)  785-4197,  (203)  445-4551 


H,J.  Hursh,  N,D, 

Corporate  Medical  Director 
Wisconsin  Dell  Telephone  Co. 

722  North  Broadway 
Milwaukee.  Wise.  53202 
phone:  (414)  678-2091 

P.L.  Pelmear,  M.D. 

Chief,  Occupational  Health  Branch 
Ontario  Ministry  of  Labour 
400  University  Ave.,  7th.  Floor 
Toronto,  Ontario,  Canada  M7A1T7 
phone:  (416)  326-1404 

D.E.  Wasserman,  MSEE,  MBA 
Consultant 

7910  Mi'cchell  Farm  Lane 
Cincinnati,  Ohio  45242 
phone:  (513)  891-9084 


Chairman,  ANSI  S3. 39  Committee 
H.E.  Von  Gierke,  Ph.D 
1325  Meadow  Lane 
Yellow  Springs,  Ohio  45387 
phone:  (513)  767-2181 

ASA  Standards  Mgr, 

A.Brenig,  Ph.D 

Acoustical  Society  of  America 
335  E.  45th.  Street 
New  York,  New  York  10017 
phone:  (212)  861-9404 


\ 


fi.B.  VAS8BRHAN 
7910  HZTCHBLL  FM.  LH. 
Cim.^OHIO  45242 
9512)  891*9084 
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H.  E.  VONGIBBKE 

1325  MBXOOU  lane 

YELLOV  'ERRINGS,  OHIO  45387 


March  12,  1991 


Dear  HennXnc, 

Perauant  to  our  dlecuaslon  at  the  last  ASA  aeeting  in  San  Diego 
I  will  :'=be  unable  to  attend  the  upcoming  ASA  Baltimore  meeting 
since  I ‘have  a  prior  contractual  commitment  to  teach  a  course  on 
human  vibration  in  San  Francieco  on  the  same  day  as  the  S3, 39 
meeting'.'"'!  expect  to  attend  the  following  ASA  meeting. 

With  reference  to  the  ad  hoe  committee  on  hand-arm  vibration  I 


have  assembled  a  committee  consisting  of  P.  Pelmear,  M.D.,  Hester 
Hursh.  H.O.,  Martin  Gherniack,  H.D.,  Tony  Brammer,  Ph.D.  and 
myself.  ;;ve  are  in  the  process  of  obtaining  relevant  papers  on 
this  issue  of  weighted  vs.  unweighted  HAV  curves.  1  had  expected 
to  send  each  committee  member  copies  of  said  papers  shortly,  but 
Tony  has*  requested  that  Z  not  do  so  until  he  can  send  me  his 
latest  paper  on  this  subject  due  sometime  this  month.  Once  this 
is  received.  I  will  next  assemble  and  mail  copies  of  sane  to  the 
committee  and  yourself  for  review. 

All  the  best. 

Sincerely, 


COMMITTEE  CORRESPONDENCE 


S3/327 

ATTACHMENT  E 


SAMUEL  F.  LYBARGER 
tOl  Oakwooo  Road 

MCHURKAV,  Pa.  I9SI7 


April  26,  1991 


Tot  Laura  A,  Wilber,  Chair  S3 
cc  Avril  Brenig/^ 

Subject:  S3-43,  Method  for  Calibration  of  Bone  Conduction  Vibrator 

In  a  telephone  conversation  with  Dr.  Dirks  (Chair  S3-43)  on  April  24, 
1991.  he  asked  me  to  report  on  the  status  of  a  new  draft  on  the 
Standard  Reference  Zero  for  the  Calibration  of  Pure-tone  Bone- 
conduction  Audiometers. 

He  has  received  comments  on  a  semi-final  draft  from  WG  members 
and  is  in  the  process  of  modifying  that  draft  slightly  to  take  the 
comments  into  account.  Dr.  Dirks  estimates  that  a  final  draft  for 
letter  ballot  should  reach  Avril  Brenig  within  two  months. 

The  draft  to  be  submitted  will  have  the  same  Reference  Equivalent 
Threshold  Force  Levels  as  ISO  Standard  7566, .These  RETPLs  do  not  differ 
greatly  from  those  of  the  present  ANSI  33,26-1981  except  at  250  Hz, 
where  there  is  a  6  dB  increase  in  RETFL.  To  obtain  this  increase, 
the  input  voltage  to  the  bone  vibrator  would  have  to  be  doubled. 

This  means  increasing  the  harmonic  distortion  enough  that  widely 
used  reliable  bone  vibrators  barelyy  meet  the  5?^  or  less  harmonic 
distortion  requirement  when  tested  at  the  20  dB  hearing  level  as 
currently  specified  in  S3, 6,  In  a  small  percentage  of  bone  vibrators, 
the  5^  value  may  be  slightly  exceeded.  The  new  draft  will  specify 
harmonic  distortion  testing  at  250  Hz  at  a  15  dB  hearing  level, 
which  will  be  slightly  more  rigid  than  presently  ..required.  At  other 
frequencies,  no  change  in  hearing  level  for  distortion  tests  will  be 
made.  The  new  draft  will  ^contain  a  table  of  allowable  distortion 
levels  parallel  to  that  in  S3. 6-1989  for  bone  conduction. 

If  the  new  draft  is  approved  by  the  letter  ballot,  a  recommendation 
to  modify  S3. 6-1989  by  changing  ”20'*  to  •*15“  at  250  Hz  in  Table  4 
would  be  in  order. 


S,  F.  Lybarger 


/ 
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ATTACHMENT 


SOCIETY*  OF -AMERICA 


F-l 


OfFCeOfTHE 
STANDAROS  SECRETARIAT 

AVRILBREN1O.O1.P.K 
STANDARDS  AtANAGER 


335  EAST45TH  STREET.  NEW  YORK.  NEW  YORK  IOOt7-3483 

Ttltphona  (2 1 3)65 1 '9404 
Tfltl  960953  AMINSTPHYSNYK 
TMUi  (212)949  0473 


22  February  1991 


TO:  L.  Wilber,  Chair  S3 


Re;  Letter  Ballot  LB/S3/316  sent  to  the  Accredited 
Standards  Committee  S3  on  20  November  1990 
to  be  closed  on  2  January  1991,  deadline 
extended  23  January  1991 _ 

SUBJECT:  Approval  of  proposed  revision  of  ANSI  SI. 1-1960 
Acoustical  Terminology,  first  draft.  Acoustical 
_ and  Electroacoustlcal  Terminology,  dated  July  1990 


Enclosed  please  find  tally  of 

the  above  letter 

ballot,  showing  results 

as  follows: 

CLASSIFICATION  OF  MEMBERS 

AFFIRMATIVE  VOTES 

11 

P 

-  PRODUCER 

6 

NEGATIVE  VOTES 

3' 

C 

-  CONSUMER 

A 

ABSTENTIONS 

2 

G 

-  GOVERNMENT 

3 

NOT  RETURNED 

7 

GI 

-  GENERAL  INTEREST 

6 

TOTAL 

23 

TOTAL 

23 

Continuation  of  results 


AFFIRMATIVE  VOTES: 


Atsck,  R.M. 
Bennett,  J.L* 
Bovl,  a.m; 
Csapbell,'R. 
Csrlnther,  G. 
Kssten,  R. 
Nsunton,  R.F* 

Naunton,  R.F. 
Page,  J. 

Patterson,  J.H. 
Zagzebskl,  J. 


WEGATIVE  VOTES; 

Bohl,  C.D. 
Teder,  H. 

Yost,  V.A. 


ABSTENTIONS; 

Hopaeler,  V.F.S 
Toothaan,  E.H* 


NOT  RETURNED; 

Addington,  J.H. 
Bareham,  J.R. 
Brownson,  P.J. 
Burnett,  E.D. 

Kushler,  B. 
Nixon,  C. 

Sachs,  R.H. 


LATE  RESPONSE; 

Bennett,  J.L. 
Naunton,  R.F. 

Naunton,  R.F. 
Page,  J. 


-  2  - 
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ATTACHMENT  F-2 
Letter  Ballot  S3/316 


of  letter  ballot  S3/316; 


U.S.  Army  Medical  Corps. 

Power  .Tool  Institute,  Inc. 

Industrial  Safety  Equipment  Association,  Inc. 
Audio  Engineering  Society,  Inc. 

U.S.  Amy  Human  Engineering  Laboratory 
American  Speech-Language-Hearing  Association 
American  Academy  of  Otolaryngology  -  Head  and 
Neck  Surgery 

American  Otologlcal  Society,  Inc. 

O.S.  Dept,  of  the  Navy, 

BUREAU  OF  MEDICINE  AND  SURGERY 
U.S.  Amy  Aeromedlcal  Res.  Lab. 

American  Institute  of  Ultrasound 
in  Medicine 


American  Industrial  Hygiene  Association 
Hearing  Industries  Association  (HIA) 
Acoustical  Society  of  America 


National  Hearing  Aid  Society 
Fastener  Industry  Noise  Control 
Research  Program  (FINCRP) 


Compressed  Air  and  Gas  Institute 
Bruel  &  Xjaer  Instruments,  Inc. 

American  College  of  Occcupatlonal  Medicine 
National  Institute  of  Standards  and 
Technology 

Exchange  Carriers  Standards  Association 

U.S.  Dept,  of  the  Air  Force 

AT&T 


Power  Tool  Institute,  Inc. 

American  Academy  of  Otolaryngology  -  Head  and 
Neck  Surgery 

American  Otologlcal  Society,  Inc. 

U.S.  Dept,  of  the  Navy, 

BUREAU  OF  MEDICINE  AND  SURGERY 
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ATTACHMENT  F-3 


-  3  -  Letter  Ballot  S3/316 


Continuation  of  resulta  of  letter  ballot  S3/316: 


INDIVIDUAL  EXPERTS; 


1)  Individual  Experts  stating  they  will  participate  in  the  review  of 
the  document: 

Lybarger,  S.F* 

Yost,  W. 


2)  Individual  Experts  stating  they  will  not  participate  In  the  review 
of  the  document: 

Johnson,  D.L« 

Vasserman,  D>E« 


3)  Comments  and/or  recommendations  were  received  from  1  Individual 
Experts,  as  follows: 

Barry,  S.J. 


OTHER 

1)  Additional  comments  were  received  from  one  non-votlng  member: 

F.  James  Krewl  General  Comments 

S3-36<SG-2)Chalr 


Avrll  Brenlg 
Standards  Manager 


cc:  Vice  Chair,  Standards  Committee 
Chair  and  Vice  Chair,  ASACOS 
Chair,  Working  Group 
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ACOUSTICALSCEIETYOFAMERICA 

Of  FIC£  Of  TH€  S3S  €AST  4STH  STREET,  NEW  YORK.  NEW  YORK  100IT-34M 

STANOAHOS  SECRETARIAT. 

Ttttwww  (212IMI-M04 

AVHIl.8RENIG,Ol.P.H  T»).l  «eOS«3  AMINSTPHYS  NYK 

STANDARDS  MANAGER  T*(«tM  (2I2)S4»4473 

IMMEDIATE  RETURN  REQUESTED 


LB/S3/316 
20  November  1990 

S3  BALLOT 

Return  to:  Letter  Ballot  Dept. 

Due  date:  2  January  1991 


Topic: 


LETTER  BALLOT 

ACCREDITED  STANDARDS  COMMITTEE  S3, 

BIOACOUSTICS  »■; 

r^'  -v, , 

Approval  of  proposed  revision  of  ANSI  SJi  .1-1960  AMiHll^ical 
Terminology,  first  draft,  Acou8tlc:^.-.;«hd  toeetroaipust'ical 
Terminology,  dated  July  1990 


Authorized 


Circulated  b\ 


ogy,  first  draft,  Acou8tlc:^.-.;«hd  lleetr 
ogy,  dated  July  1990  V***' 

y 

L.  WllUir,  Chair’s?* 

K.M.  Eldr'ed,  Ch^lf  A8AC0S 

r.  i*'-  , 

c.  ^  I, 

A.  Brpl|Jj5,  ASA  Standards  Manager 


Reference  Documents: 

ATTACHMENT  A  -  Letter  from  D.L.  Johnson,  Chair  S12,  to 
A.  Brenlg,  dated  4  September  1990 

ATTACHMENT  B  -  Letter  from  D.L.  Johnson,  Chair  S12,  to  SI, 

S3,  and  S12  Members,  dated  4  September  1990 

DOC/ ATTACHMENT  C  -  First  Draft,  Acoustical  and  Electroacoustlcal 
Terminology,  proposed  ANSI  S1,1-199X,  dated 
July  1990  (proposed  revision  of  ANSI  SI. 1-1960) 


Background  Information: 


The  standard  on  Acoustical  Terminology,  ANSI  SI. 1-1960,  is  obsolete  and 
has  been  withdrawn  by  ANSI.  A  plan  was  established  in  the  ASA  Committee 
on  Standards  (ASACOS)  to  prepare  the  overall  revision  of  ANSI  SI. 1-1960. 

This  plan  called  for  development  of  a  main  terminology  standard,  to  include 
terms  from  the  31  and  S12  Standards  Committees,  and  to  list  those  terms  from 
the  S3  and  S2  Standards  Committees  which  are  common  to  all  groups. 

Additionally,  the  plan  is  to  list  terms  from  other  ASA  Technical  Committees,  and 
these  are  Included  in  the  document. 


S3/327' 

ATTACHMENT  P-5 


LB/S3/316 
20  November  1990 


It  is  planned  that  Standards  Committee  S3,  Bioacoustics,  will  develop  its 
own  discrete  terminology  standard,  basically  a  revision  of  ANSI  S3.20-1973> 

Standards  Committee  32,  Mechanical  Shock  and  Vibration  plans  to  convert  ISO 
2041-1990  Vibration  and  Shock  -  Vocabulary,  into  a  proposed  national 
(S2)  standard. 

A  compilation  of  terms  has  been  prepared  and  is  represented  by  the  document  now 
being  balloted  in  SI,  S3  and  S12  (ATTACHMENT  C.  above). 

Mr.  Daniel  Johnson,  former  SI  Chair  and  now  S12  Chair,  has  put  together  the 
present  document,  which  is  being  submitted  simultaneously,  to  Standards 
Committees  SI,  S3  and  S12  for  vote  and  comment.  This  document  is  also  being 
circulated  to  Standards  Committee  S2,  and  to  Chairs  of  the  ASA  Technical 
Committees,  from  which  Committees  all  comments  are  welcomed. 
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ATTACHMENT  G 


QUJONARD  BIODYNAMICS  ««54)563 

t34  Ktnl  AvtntM 
M«U  '•  U  70001*4332 


MEMO 

From:  John  Guignard 

To:  Dr  Laura  A  Wilber,  ANSI-S3  Chair 

c/o  Omni  Inner  Harbor  Hotel  (ASA  Meeting),  101  West  Fayette  St 
Baltimore,  MD  21201 

Date:  1991-04-27 

Subj:  Acoustical  Society  of  America/ANSI  meetings,  Baltimore,  Md 
30  April  -  03  May  1991  -  ANSI  S3-73 


1*  Please  accept  (and  express  to  our  committee  colleagues)  my  re¬ 
grets  that  a  conflict  of  conference  dates  and  related  commitments 
prevents  my  joining  you  in  Baltimore  for  the  Spring  1991  meeting. 
However,  I  have  already  planned  to  attend  the  next  (Autumn  1991) 
ANSI  S3  meeting  in  Houston,  04-08  November. 

2.  In  the  meantime,  the  status  of  work  on  the  bioacoustic  termino¬ 
logy  is  as  follows.  I  have  integrated  all  the  material  which  I 
and,  mainly-,  Sam  Lybarger,  had  accumulated  into  a  single  draft. 

We  have  had  difficulty  in  finding  an  audiologist  to  contribute  to 
or  at  least  review  modern  terminology  in  the  clinical  diagnostic 
field  and  related  areas  of  audiology  in  which  I  am  not  myself 
current;  but  I  hope  soon  to  get  help  from  a  new  reviewer  in  that 
specialty.  In  any  event,  I  plan  to  submit  the  best  draft  we  can 
come  up  with  to  you  at  the  end  of  May.  Hopefully  we  can  then  re¬ 
view  it  by  correspondence  and  decide  whether  the  list  of  terms  is 
reasonably  complete;  and  circulate  it  for  committee  review  before 
the  Houston  meeting. 

3.  Best  wishes  for  a  productive  and  enjoyable  meeting  in  Baltimore. 
(Acousticians  with  an  ear  for  non-standard  regional  dialect,  ter¬ 
minology  and  linguistics  would  do  well  to  get  hold  of  a  copy  of 
the  locally  circulated  underground' publ ication  "BAWLAMER  MADE  EASY” 
before  engaging  in  discourse  with  the  indigenous  population!) 

John  Guignard 

cc:  Samuel  F  Lybarger 


JCG:w8:25.50 
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ATTACHMENT  H-1 

ACOUSTICAL- SOCIETY- OF  AM  ERICA 

M  ttlT  45TH  »TIWET.  HEW  YWK.  MEW  YORK  100I7.34M 

imitvnt  K1i)M1M04 
T«l«  ttOMSAMNSDWSNYK 
T<Mu  (2t2|M»«<73 


28  March' 1991 


TO:  L.  Hllbar,  Chair  S3 


Ra:  Lattar  Ballot  LB/S3/318  aant  to  tha 
Organizational  Haabara  of  Standarda 
Comlttea  S3  on  1  Fabruary  1991  and 
eloaad  on  15  March  1991 _ 


SUBJECT:  Approval  of  propoaad  naw  work  Itea  for  S3 
_ ASSISTIVE  LISTENING  DEVICES  _ 


Encloaad  plaaaa  find  tally  of  tha  abova  lattar  ballot,  ahowlng  raaulta 
aa  followa: 

CLASSIFICATION  OF  MEMBERS 

AFFIRMATIVE  VOTES  18  P  -  PRODUCER 

MEaTlVE  VOTES  0  C  -  CONSUMER  __9_ 

ABSTENTIONS  _ 1_  C  -  GOVERNMENT 

NOT  RETURNED  4  Cl  -  GENERAL  INTEREST  7 


OmCCOFTW 

tTANOMOSSEOWTAMAT 

AVNLWENiaair.H. 

STAMMM6MMM8Cn 


TOTAL 


23 


TOTAL 


23 
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ATTACHMENT  •H-2 


Continuation  of  rotults 


AyFIRMATIV*  VOTES: 


Atack,*  R.H.  f 

Bohl,  C.D. 

Brown,  M. 

(Alternate) 

Burnett,  E.D* 

Caapbell,  R.H* 
Carinther,  G. 

Kaaten,  R. 

Hlchel,  G.C. 

Naunton,  R.P. 

Naunton,  R.F. 

Nixon,  C. 

Page,  J. 

Patteraon,  J.II. 

Sacha,  R.H. 

Teder,  H. 

Toothaan,  E.H. 

Wilber,  L.A. 

Zagtebaki,  J« 


NEGATIVE  VOTES: 


ABSTENTIONS: 
Bovi,  A.H. 


-  2  -  Letter  Ballot  S3/318 

of  letter  ballot  S3/318: 


U.S.  Amy  Medical  Corpa. 

Aaerican  Indua trial  Hygiene 
Aaaociatlon 

Power  Tool  Inatltute,  Inc. 

National  Inatltute  of  Standards 
and  Technology 

Audio  Engineering  Society,  Inc. 

U.S*  Amy  Huaan  Engineering  Laboratory 
Aaerlcan  Speach-Language-Hearing 
Aaaociatlon 

Bruel  &  KJaer  Inatruaents,  Inc. 
Aaerlcan  Acadew''  of  Otolaryngology 
Head  and  Neck  Surgery 
Aaerlcan  Otological  Society,  Inc. 

U.S.  Departaent  of  the  Air  Force 
U.S.  Departaent  of  the  Navy,  Naval 
Medical  Coaaand 

U.S*  Amy  Aeroaedlcal  Research 
Laboratory 
AT&T 

Hearing  Industries  Association 
Fastener  Industry  Noise  Control 
Research  Prograa 
Acoustical  Society  of  Aaerica 
Aaericsn  Institute  of  Ultrasound  In 
Medicine 


None 


Industrial  Safety  Bqulpaent 
Association,  Inc. 
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-  3  -  Letter  Ballot  S3/318 


Continuation  of  reaulta  of  letter  ballot  53/318; 


NOT  RETDRhBD; 

I 


Addington,  J.H* 
Brownaon,  P.J« 

Hopaeier,  V*P.S. 
Kuahler,  B. 


Coapreaaed  Air  and  Gas  Institute 
Aaerican  College  of  Occupational 
Medicine 

National  Hearing  Aid  Society 
Exchange  Carriers  Standards 
Association 


Avrll  Brenig 
Standards  Manager 


ect 


Vice  Chair,  Standards  Coaaittee 
Chair  and  Vice  Chair,  ASAC03 
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ATTACHMENT 


ACOUSTICAL -SOCIETY -OF -AM  ERICA 


OFfiaOfTHC 
STAMMflOS  SCCnETARUT 


AV«M.BReNiG.I>>.P  H 
ST.VNVWOSUAMAOER 


»i  EAST  4STH  STREET.  NEW  YORK,  NEW  YORK  lOOtTOWS 

TMptim  (2t2)e8t.»404 
T«»x  MOMSAMNSTPHYSNYK 
TaMn  |2l2)»4P«4n 

IMMEDIATE  RETURN  REQUESTED 


Return  to:  Letter  Ballot  Dept. 
Due  date:  8  March  1991 


LB/S3/318 
1  February  1991 


ADMINISTRATIVE  LETTER  BALLOT 
ACCREDITED  STANDARDS  COMMITTEE  S3, 

_  BIOACOUSTICS _ 

Approval  of  proposed  new  work  item  for  S3  on  ASSISTIVE  LISTENING 

UbVICES 


Approved  by;  L.  Wilber,  Chair  S3  .  ? 

Dlatrlbuted  by;  A.  Brenlg,  ASA  Standi^d'allHiina^r 

Xv 


rACHHEmA«e<fer  fton  Howard  B,  Stone  of  SHHH  to  A.  Brenlg 
^  B  ®^atJa‘  24  August  1990 

rACwfew^B  Proposed  scope  for  new  work  Item  on  Assistive 
Listening  Devices 


Background  Information: 

from  SHHH  (see  ATTACHMENT  A),  the  matter  was 
29  meeting  held  on  Thursday, 

work  iH-  E  ^«clded  that  It  wos  Important  to  establish  a 

P*?  this  area,  having  regard  to  the  renewed  Inte  sst  and 
governmental  regulations  affecting  this  area, 

J'*?  been  prepared  (see  ATTACHMENT  Bl.  and  the  Chair 
aonrovJ^  Coralttee,  L.A.  Wilber,  recommends  that  the  new  work  Item  be 

grZ  S3/WGfif  TT  :  ^  S3  working 

group  53/ WGfl I .  to  be  chaired  by  Roger  kaaten. 
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ATTACHMENT  H-5 


LB/B3/318 
ATTACHMENT  A 


SELF  HELP  FOfl  HARO  Of  HEARING  PEOPLE.  INC 
7a00  WISCONSIN  AVENUE 
BETHESOA.  MARYLAND  20St4 
(301)  657.224S  (V!  2249  (TTY) 


August  24 f  1990 


A.  Brenig 

Standards  Manager 

Acoustical  Society  of  America 

Standards  Secretariat 

335  East  45th  Street 

Mew  Yorkr  New  York  10017 

Dear  A.  Brenig: 

I  am  writing  to  you  in  my  role  as  the  Executive  Director 
of  Self  Help  for  Hard  of  Hearing  People,  the  only  national  consumer 
organizatin  waich  represents  hard  of  hearing  people.  A  major 
goal  of  our  organization  is  to  ensure  that  hard  of  hearing  persons 
are  able  to  benefit  from  available  technology,  principally  through 
the  use  of  hearing  aids  and  a'^sistive  devices.  The  recent  passage 
of  the  Americans  With  Disabilities  Act  (ADA)  has  resulted  in 
an  acceleration  of  our  efforts  to  facilitate  the  use  of  assistive 
devices  since  this  recently  enacted  federal  legislation  requires 
that  public  places  and  the  workplace  be  accessible  to  hard  of 
hearing  persons. 

I  am  requesting  that  a  working  group  be  established  to 
develop  a  standard  for  assistive  listening  devices.  It  will 
be  important  for  the  working  group  to  move  quickly  towards  the 
development  o^  a  document  so  that  it  can  be  used  in  the  implement¬ 
ation  of  regulations  for  the  Americans  With  Disabilities  Act. 

There  is  now  an  opportunity,  through  the  use  of  assistive 
listening  devices  such  as  FM,  infrared,  and  loop  systems,  to 
make  the  environment  truly  accessible  to  hard  of  hearing  persons. 

I  believe  as  well  that  the  use  of  assistive  listening  devices, 
independent  of  the  personal  hearing  aid,  will  increase  markedly 
and  may  become  the  preferred  means  of  communications  access 
for  some  hard  of  hearing  persons. 


In  my  discussions  with  professionals  and  technical  experts 
regarding  these  matters,  the  need  to  develop  standards  for  assistive 
listening  devices  is  repeatedly  stated.  They  recognize  too 
the  value  of  having  an  organization  like  ours  involved  in  the 
process.  At  present,  there  is  much  confusion  about  assistive 
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attachment  H-6 


A.  Brenlg 
Standards  Manager 
August  24 r  1990 
Page  2 

listening  devices  and  many  devices  are  sold  without  any  Information, 
about  technical  performance.  The  development  of  a  standard 
would  result  In  better  definition  of  these  devices  and  Improvethe 
liJcellhood  of  their  appropriate  fitting  and  use.  This  effort 
Is  very  'Important  to  hard  of  hearing  consumers  and  hearing  care 
professionals.  Thazxk  you  for  your  attention  to  this  matter. 

I  will  await  word  of  your  progress  on  this  Issue,  and  our  Involvement 
in  It. 


Sincerely, 


-j.L  cizifeud. 

Howard  E.  Stone,  Sr. 
Executive  Director 
mhg 


CCS  W 
L 
W 


Melnlck 

Wilber 

Yost 
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ATTACHMENT  H-7 


LB/S3/318 
ATl'ACHHENT  B 


Proposed  Scope  for  Asalstlve  Listening  Devices 


Proposed  .Scope;  To  provJ^dc  deflnlclons  for  various  types  of  assistive 
listening  devices.  ' 


To  determine  which  assistive  listening  devices  can  be 
measured  acoustically  and  to  provide  standard  procedures 
for  such  acoustic  measurement. 


ATTACHMENT  1-1 
S3/314 


ISC.TC  43  ACOUSTICS  •  and  •  ISO/TC  43/SCI  NOISE 

Documents  processed  bv  the  ASA  Standards  Secretariat  from  October.  1.9 90  through. April 

mi 

THE  FOLLOWING  DOCUMENTS  WERE  RECEIVED  FOR  VOTE  AND/OR  COMMENT 
BY  THE  U.S.  MEMBER  BODY: 

DRAFT  INTERNATIONAL  STANDARDS  (PIS) 

TAG  DOCUMENT 


SI  2  150:51 31 11382/PAM1  Acoustics  -  Tractors  and  machinery  for  agricuiture  and 

forestry  -  Measurement  of  noise  at  the  operator's  position  -  Survey  method 

Announced  to  SI  2  (SI  2/1  S3)  on  11  September  1990,  with  S.l.  Roth 
coordinating  comments  and  recommendations  for  vote  on  this  document.  The 
U.S.  submitted  an  affirmative  vote  with  comments,  to  ANSI  on  1 4  November 
1990  (submitted  for  ASA  Standards  to  ISO  by  telefax  in  March  1991  due  to 
non-tran':mittal  of  the  U.S.  vote  by  ANSI  in  the  interim). 

SI  2  ISQ/DIS  3743-1  Acoustics  •  Determination  of  sound  power  ieveis  of  noise 

sources  -  Engineering  methods  for  smail,  movable  sources  in  reverberant  fields  - 
Part  1;  Comparison  method  in  hard-walled  test  rooms 

Announced  to  SI  2  (SI  2/1 96)  on  30  October  1990,  with  P.K.  Baade 
coordinating  comments  and  recommendations  for  vote  on  this  document.  The 
U.S.  submitted  an  affirmative  vote  with  comments,  to  ANSI  on  6  February 
1991,  which  was  transmitted  to  ISO  by  ANSI  on  1 1  February  1991. 

SI  2  ISQ/DIS  3744  Acoustics  -  Determination  of  sound  power  levels  of  noise  sources 

-Engineering  method  employing  an  enveloping  measurement  surface  in  an 
essentially  free  field  over  a  reflecting  plane 

Announced  to  SI 2  (SI  2/195)  on  30  October  1990,  with  P.K.  Baade 
coordinating  comments  and  recommendations  for  vote  on  this  document.  The 
U.S.  submitted  a  negative  vote  with  comments,  to  ANSI  on  6  February  1991, 
which  was  transmitted  to  ISO  by  ANSI  on  1 1  February  1991. 


ATTACHMENT  1-2 
S3/314 


ISO/TC  43  ACOUSTICS  •  and  -  ISO/TC  43/SCI  NOISE  (continued] 

Documents  processed  bv  the  ASA  Standards  Secretariat  from  October  1.99Q_throuqh..ABrll 

laai 

THE  FOLLOWING  DOCUMENTS  WERE  RECEIVED  FOR  VOTE  and/or  COMMENT 
BY  THE  U.S.  MEMBER  BODY: 

DRAFT  INTERNATIONAL  STANDARDS  (PIS) 

TAG  DOCUMENT 


SI  ISO/DIS  9613-1  Acoustica.- Attenuation  of  sound  during  propagation  outdoors - 

Part  1:  Method  of  calculation  of  the  attenuation  of  sound  by  atmospheric 
absorption 

Announced  to  SI  (S 1/338)  on  6  November  1 990,  with  A.H.  Marsh  coordinating 
comments  and  recommendations  for  vote  on  this  document.  The  U.S. 
submitted  an  affirmative  vote  with  comments,  to  ANSI  on  11  March  1991, 
which  was  transmitted  to  ISO  by  ANSI  on  14  March  1991. 


COMMITTEE  DRAFTS  (CD) 


S 1 2  First  ISO/CD  3746  for  Acoustics  -  Determination  of  sound  power  levels  of  noise 

sources  -  Survey  method  employing  an  enveloping  measurement  surface 

Announced  to  SI  2  (SI  2/200)  on  28  November  1990,  with  P.K.  Baade 
coordinating  comments  and  recommendations  for  vote  on  this  document.  The 
U.S.  submitted  an  affirmative  vote  with  comments,  to  ANSI  on  6  February 
1991,  which  was  transmitted  to  ISO  by  ANSI  on  1 1  February  1991. 


SI ,  ISO/CD  9613-2  Second  CD:  Acoustics  -  Attenuation  of  sound  during 

SI  2  propagation  outdoors.  Part  2:  A  general  method  of  calculation 

Announced  to  SI  and  SI 2  (SI/346)  on  11  March  1991  with  A.H.  Marsh 
coordinating  comments  and  recommendations  for  vote  on  this  document.  The 
U.S.  submitted  an  negative  vote  with  comments,  to  ANSI  on  25  April  1991, 
which  was  transmitted  to  ISO  by  ANSI  on  30  April  1991. 


ATTACHMENT  1-3 
S3/314 


ISO/TC  43  ACOUSTICS  -  and  •  ISO.TC  43/SCI  NOISE  (continued) 

Documents  processed  bv  the  ASA  Standards  Secretariat  from  October  1990  through  April 

mi 

TAG  DOCUMENT 


THE  FOLLOWING  DOCUMENTS  WERE  RECEIVED  FOR  COMMENT  and/or  VOTE 
BY  THE  U.S,  MEMBER  BODY  AND  ANNOUNCED  AD  HOC 

AD  HOC  ISQ/CD  8253-3  Acoustics  -  Audiometric  test  methods/Part  3:  Speech 
S3  audiometry 

Announced  Ad  Hoc  on  11  December  1990  with  L.A.  Wilber  coordinating 
comments  and  recommendations  for  vote  on  this  document.  The  U.S. 
submitted  an  affirmative  vote  to  ANSI  on  14  January  1991,  which  was 
transmitted  to  ISO  by  ANSI  on  14  January  1991. 


AD  HOC  lEC/TC  26(Chlnal4;  Limit  and  determination  of  noise  emitted  by  arc  welding 
SI  2  power  sources 

Announced  Ad  Hoc  on  27  December  1990  with  D.L.  Johnson  coordinating 
comments  and  recommendations  for  vote  on  this  document.  The  U.S. 
submitted  a  neoative  vote  with  comments  to  the  U.S.  Technical  Advisor  of 
lECTTC  29  on  24  April  1991. 


AD  HOC  ISO/CD  11201  Acoustics  -  Noise  emitted  by  machinery  and  equipment  • 

SI  2  Engineering  method  for  the  measurement  of  emission  sound  pressure  level  at 

the  work  station 

Announced  Ad  Hoc  on  28  January  1 99 1  with  L.  Luttrell  coordinating  comments 
and  recommendations  for  vote  on  this  document.  The  U.S.  submitted  a 
recommendation  for  an  affirmative  vote  with  comments,  to  ANSI  on  13 
February  1991. 


ATTACHMENT  1-4 
S3/314 


ISQ/TC  43  ACOUSTICS  -  and  •  ISOn-Q  43/SCI  NOISE  (continued} 

OTHER  ACTIONS 
o  fianeral 

(a)  The  Secretariat  of  ISO/TC  43,  Denmark  (Nielsen)  sent  a  Report  of  Voting  on 
ISQ/DIS  9053  Acoustics  •  Materials  for  acoustical  applications  -  Determination 
of  airflow  resistance  circulated  1 7  November  1 388  with  a  time  limit  for  reply 
of  1 7  May  1 989,  on  1 5  November  1 990.  The  decision  of  the  chairman  was  to 
approve  ISO/DIS  9053. 


(b)  ISO/TC  43  and  ISO/TC  43/SCI  will  meet  in  Sydney,  Australia  from  5-12 
December  1991. 


(c)  At  its  meeting  on  1 990-05-1 8  in  Rotterdam,  ISO/TC  43  approved  the  following 
resolution: 

Be5Qimisn.,4 

ISO/rC  43  supports  the  New  Work  Item  Proposals  given  in  documents 
N  811  and  N  812  concernina.,.  methods,  and  equipment  for  the 
measurement  of  real-ear  characteristics  of  hearing  aids,  and  asks  the 
Secretariat  to  proceed  towards  approval  of  these  proposals  as  work 
items  of  lEC/TC  29  "Electroacoustics*  and  ISO/TC  43  "Acoustics", 
respectively.  If  accepted,  Mr.  Elberling,  Denmark,  is  appointed  Project 
Leader,  and  the  Secretariat  is  asked  to  establish  a  joint  ISO/TC  43- 
lEC/TC  29  Working  Group  to  deal  with  these  items. 


(d)  New  work  item  for  ISO/TC  43/SCI  -  The  U.S.  requested  that  ISO/TC  43 
establish  a  new  Working  Group  charged  with  the  task  of  revising  ISO 
51 29:1987  Acoustics  -Measurement  of  Noise  Inside  Aircraft.  The  U.S.  offered 
to  provide  a  Convenor  for  the  new  Working  Group  and  to  submit  a  draft  of  a 
document  that  could  serve  as  the  basis  for  the  proposed  revision  to  ISO  5129. 

At  the  14th  Meeting  of  ISO/TC  43/SCI  Noise  on  17  and  18  May  1990  in 
Rotterdam,  Draft  Resolution  number  19  was  adopted  which  states  the 
following: 


ATTACHMENT  1-5 
S3/314 


ISQ/TC  43  ACOUSTICS  •  and  •  ISQ/TC  43/SCI  NOISE  (continued) 

OTHER  ACTIONS  (continued) 

0  General  (continued! 

(d)  New  work  item  for  ISQ/TC  43/SCI  (continued) 

Draft  retolution  Number  19:  ISO/TC  43/SCI  supports  the  proposal  given  in 
document  43/1  N  683  "Revision  of  ISO  5129:1987  Acoustics  •  Type 
measurement  of  airplane  interior  sound  pressure  levels  during  cruise"  and 
requests  the  Secretariat  to  carry  out  the  formal  voting  procedure.  If  accepted, 
the  Work  Item  is  to  be  allocated  to  a  new  WG  37  (ISO/TC  ^3/SC1  /WG37).  The 
U.S.  member  body  will  appoint  a  Project  Leader.  The  target  date  for  the 
preparation  of  a  first  CD  is  1991-12. 

The  U.S.  registered  an  affirmative  vote  on  the  above  Resolution,  ISO/TC 
43/SCI  N  714  on  12  November  1990. 

The  U.S.  appointed  Dr.  John  F.  Wilbv  as  U.S.  expert  and  Mr.  N.L.  Haiaht  as 
convenor  to  this  uewlv  established  working  oroup.  This  new  work  item  was 
accepted  with  a  target  date  of  1996-04  for  a  CD  and  1998-04  for  a  DIS. 


(e)  New  work  item  for  ISO/TC  43/SCI  -  ,Th9.  U.S.  registered  a  positive  vote  on  the 
recommendation  to  establish  a  new  Working  Group.  ISQ/TC  43/SCI /WG33. 
Measuring  method  for  comparing  traffic  noise  on  different  road  surfaces,  on  1 2 
November  1990,  ISO/TC  43/SCI  N  712. 

On  27  February  1991,  the  U.S.  appointed  Mr.  Greg  Fleming  as  the  main 
tMffiSeQtatiVfl  (replacing  Mr.  William  Bowlby);  Mr.  James  Chaluonick  as 
alt9rnate_and  Mr.  Ed  Ricklev  and  Mr.  Ken  Polcak  as  corresponding  members  of 
this  newly  formed  working  group. 


ATTACHMENT  1-6 
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ISQ/TC  43  ACOUSTICS  •  and  •  ISOrTC  43/SCI  NOISE  (continued] 

OTHER  ACTIONS  (continued) 

0  Gcngrai  (continued) 

(f)  At  its  meeting  in  Rotterdam  on  1990-05-17/18,  the  following  resolution  was 
taken: 

RssQlutiQn  1,4 

ISO/TC  43/SCI  requests  the  Secretariat  to  carry  out  the  formal  voting 
procedure  for  New  Work  Item  proposal  as  given  in  document  43/1  N 
679  "Amendment  to  ISO  362:1981  and  ISO  7188:1985,  Specification 
regarding  test  track  surface",  at  the  same  time  enclosing  the  proposal 
given  in  document  43/1  N  679  as  a  first  Committee  Draft  for  voting 
with  a  view  to  quick  adoption  of  the  suggested  amendment  to  ISO  362 
and  ISO  7188. 

Formal  proposal  for  this  new  work  item  for  ISO/TC  43/SCI  -  To  prepare 
amendments  to  ISO  362:1981  and  ISO  7188:1985.  Specification  Reoardino 
Ifist  Jrack  S.mtaga^at-a6ni.Q.5.  Apr'ilJ  sai. 

(g)  At  its  meeting  in  Rotterdam  on  1990-05-17/18,  the  following  resolution  was 
taken: 

BfiS.Qlu^!Ll2 

ISO/TC  43/SCI  requests  the  Secretariat  to  carry  out  the  formal  voting 
procedure  for  New  Work  Item  Proposal  as  given  in  documents  43/1  N 
664,  German  proposal  for  revision  of  ISO  7779:1988  "Acoustics  - 
Measurement  of  airborne  noise  emitted  by  computer  and  business 
equipment",  and  43/1  N  680,  Contributions  by  ECMA  for  amendments 
and  improvements  to  ISO  7779:1988.  If  accepted,  the  Work  Item  is  to 
be  allocated  to  WG  23,  the  target  date  for  preparation  of  a  Committee 
Draft  being  1992-01. 

Formal  DfOPQsal  for.this  new  work  item  for  ISO/TC  43/SCI  -  Revision  of  ISO 
7779:1988  was  sent  05  April  1991. 

(h)  New  work  item  for  ISO/TC  43/SCI  •  Impulse  Sound  Propagation  for 
Environmental  Noise  Assessment.  ANSI  Committee  SI  2,  Working  Group  22  will 
have  a  draft  of  a  similar  document  by  November  1991.  An  ad  hoc  committee 
(military)  with  input  from  UK,  FRG,  US,  Sweden,  Norway  '’nd  Denmark  is 
developing  a  draft  document  during  1991  and  early  1992, 
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ISQ/TC  43  ACQUSUCS  -  and  •  ISQ/TC  43/SCI  NOISE  (continued) 

OTHER  ACTIONS  (continued) 

0  Confirmation  of  various  ISQ/TC  43  standards 

On  26  February  1 991 ,  a  vote  to  confirm  the  fQllowino  list  of  ISOA’C  43  standards  was 
sent  to  ANSI: 

0  ISO  3382:1975  Acoustics  -  Measurement  of  reverberation  time  in 
auditoria 

0  ISO  4869:1981  Acoustics  •  Measurement  of  sound  attenuation  of 
hearing  protectors  -  Subjective  method 

0  IS0 1680-1:1 986  Acoustics  -  Test  code  for  the  measurement  of  airborne 

noise  emitted  by  rotating  electrical  machinery  -  Part  1:  Engineering 
method  for  free-field  conditions  over  a  reflecting  plane 

0  IS0 1680-2:1986  Acoustics  -  Test  code  for  the  measurement  of  airborne 

nose  emitted  by  rotating  electrical  machinery  •  Part  2:  Survey  method 

0  ISO  6081:1986  Acoustics  -  Noise  emitted  by  machinery  and  equipment  ■ 
Guidelines  for  the  preparation  of  test  codes  of  engineering  grade 
requiring  noise  measurements  at  the  operator's  or  bystander's  position 
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7  December  1990 


TO:  U.S.  TAG  Cheire  for  ISO/TC  A3»  Acoustics,  and  SubcommlCtces , 

and  ISO/TC  108  Mechanical  Vibration  and  Shock,  and 
Subcommittees,  and  ISO/TC  94/SC12  Hearing  Protection 
(Messrs.  Bartheld,  Douglas,  Hacdel,  Muster,  Stadelbauer, 
von  Gierke) 

PROM:  A.  Brenlg 

re:  Review  of  the  application  of  ISO  Standards  -  memorandum  from 
ANSI _ 

Please  find  attached  memorandum,  dated  20  June  1990,  on  which  ANSI 
requests  a  reply.  The  date  for  the  response  has  now  passed,  but 
the  need  for  the  collection  of  Information  and  submittal  to  ANSI  la 
still  there. 

Please  therefore  review  the  lists  of  standards  which  are  appended 
to  the  memorandum  and,  if  needed,  ask  the  appropriate  persons  for 
their  Information  on  the  matter  of  how  closely  the  national  and 
corresponding  ISO  standards  agree  or  differ  In  their  technical 
content.  1  am  sending  a  copy  of  the  memorandum,  and  its 
attachments,  to  the  Chairs  for  the  corresponding  national  Standards 
Committees. 

We  would  like  to  be  able  to  submit  this  information  to  ANSI  by  no 
later  than  IS  January  1991.  Therefore,  it  would  be  appreciated  if 
you  could  send  the  information  to  me  by  7  January  1991. 

Thank  you  for  your  help. 


cc:  Eldred 
Embleton 
Kletcher 
Hayek 
Johnson 
McKinley 
Royster 
Sterbyn 
Wilber 
Wong 


Second  Request 


S3/327 

ATTACHMENT  J-2 


MY  W.  KUSMHIlg  Vkt  PttskSm  Slamiirds  TKhnology 


Amtrienn  N$Uon»l 

m  !I264!4S00 
f»X.2l2J9SOOn 
CtUt:Stinitiias.N^roit 
••t»M(hMlT»ks42429Smui 

>ijne  20,  1990 


™-  «aiilnistrators,  u.s.  lecnnlcal  advisory  Groups  for  ISO/TCs  and  SCs 

ffiOK:  Cary  ».  Kushnier,  vice  Presidant,  StaMards  Technolos, 

— Application  of  ISO  stafvlarrtt 


o"?"  s?ad~"  :r,i; 

is  particularly  true  ^  the  corresponding  ISO  standards.  This 

standards  by  1992  arxi  to  use  irtt^rr,  Ocxmiunity’s  efforts  to  hannonixe  its 

The  1  to  “se  international  standards  to  do  the  job  If  thev  eyi^h 

IncoS'^  SicausTaccuraS^Sti'S’S'S  fL*”'.?.  "“-1S8S 

t^iaaver,  that  «ar»  J|S"7t?„oS"“"  «  Is  knovn 

similarly,  that  m^y  iso  stanrta^St  hlL  on"  US  standards  and 

domestic  standards/  The  purbost*  in  whole  or  in  part  in 

obtaining  more  accurate  data^this  qJsUon!  support  in 

Technical  applicable  to  each  U.S. 

(OIS)  and  draft  proposals/cofimlt/wf  International  Standards, 

Proposals/cofm,ittee  drSftS^HstlSr^  ^^nore  the  draft 

next  to  each  ISO  standard/riraf^  thm  appreciated  if  you  would  indlfcate 

.Wch  Of  tho  follovlng  doflnltlons 

W  ICENncjL  to  Wf^spoWing  Int.motloml  Slondord  {fKslmll, 

(£)  reohnloaUy  t„  tp,  oorrosoondlng  lntemotloh.1  Sta^ttrd 

un  the  sense  that  what  is  acceptable  to  one  standard 
is  acceptable  to  the  other  and  vice»versa). 


(P)  PARTLY 


(R)  R£LATeO 


corresponding  Intematloral  Standard 
(part  of  the  standard  is  technically  equivalent). 

oorresponding  International 


2- 


S3/327 

attachment 


J-3 


Would  you  please  return  the  enclosed  sheets  to  me  by  July  31,  1990  with  the 
requested  information.  If  none  of  the  international  standards  in  your  area 
correspond  in  any  way  to  a  national  standard,  please  let  me  know. 


Thank  you  for  your  cooperation.  If  you  have  any  questions,  please  feel  free  to 
contact  your  usual  ANSI  technical  staff  contact.  ^  ^ 


\  J  \i 

Gar^^  Kushnier 
Vice  President 
Standards  Technology 


/  »• 

GWK/90530 

;  V 

Dxiis. 

cc  w/o  ends:  Chairmen,  U.S.  TAGs  for  ISO/TCs/SCs 
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ATTACHMENT  K-1 


lECn-C  29  ELECTROACOUSTICS 

Documents  processed  bv  the  ASA  Standards  Secretariat  from  October  1990  through  April 

mi 

THE  FOLLOWING  DOCUMENTS  WERE  RECEIVED  BY  THE  U.S.  MEMBER  BODY  FOR 
V.QT.5-8.nd/.Qi  COMMENT: 

g.affJ^AL.OFJ:lgE-g.QC.U»yi£NIS 

TAG  DOCUMENT 


SI ,  S3  lECrrC  29(Central  Office)162  Specifications  for  personal  sound  exposure 
S12  meters.  This  document  was  prepared  by  lEC/TC  29/WG4:  Sound  level 

meters,  and  is  based  on  Document  IEC/TC  29(Secretariat)194 

Announced  to  S1,  S3  and  SI 2  (SI/335)  on  5  October  1990  with  R.W.  Krug 
coordinating  comments  and  recommendations  for  vote  on  this  document. 
Comments  plus  a  U.S.  abstention  were  submitted  to  USNC  for  lEC  by  the 
Technical  Advisor  on  20  March  1991. 


S3  lECrrc  29(Central  Qfflce)163  E  Supplement  to  lEC  Publication  118-2:1983 

Hearing  aids  with  automatic  gain  control  circuits 

Announced  to  S3  on  1  April  1991  (S3/326)  with  D.A.  Proves  coordinating 
comments  and  recommendations  for  vote  on  this  document. 


SECRETARIAT  DOCUMENTS 

SI ,  S3  lECrrC  29(Secret8rlBt)199  Amendment  to  lEC  65 1 : 1 979,  Sound  level  meters. 

SI 2  This  document  covers  Work  Item  16.1.1  of  the  IEC/TC  29  Program  of  Work  - 

Revision  of  lEC  651:1979  to  remove  ambiguities  and  clarify  technical 
requirements.  It  has  been  prepared  by  IEC/TC  29/WG4:  Sound  level  meters  and 
was  circulated  as  a  first  Committee  Draft  for  comments. 

Announced  to  SI,  S3  and  SI 2  (SI/336)  on  5  October  1990.  with  R.W.  Krug 
coordinating  comments  on  this  document.  Comments  were  submitted  to  USNC 
for  lEC  by  the  Technical  Advisor  on  21  December  1990. 

SI,  S3  IEC/TC  29(Secret8rlat)200  Amendment  to  lEC  804:1985,  Sound  level  meters. 

SI  2  This  document  covers  Work  Item  16.2.3  of  the  IEC/TC  29  Program  of  Work  • 

Revision  of  lEC  804:1985  to  remove  ambiguities  and  clarify  technical 
requirements.  It  has  been  prepared  by  IEC/TC  29/WG4:  Sound  level  meters  and 
was  circulated  as  a  first  Committee  Draft  for  comments. 


Announced  to  SI,  S3  and  SI 2  (SI/337)  on  5  October  1990.  with  R.W.  Krug 
coordinating  comments  on  this  document  Comments  were  submitted  to  USNC 
for  lEC  by  the  Technical  Advisor  on  21  December  1990. 


S3/314 


ATTACHMENT  K-2 


leC/TC  ?9.Ei.ECIR0.AC0-U§T|.CS. IgQP-tinygcl) 

Documents  processed  bv  the  ASA  Standards  Secretariat  from  October  1990  through  March 
1991 

THE  FOLLOWING  DOCUMENTS  WERE  RECEIVED  BY  THE  U.S.  MEMBER  BODY  FOR 
VOTE  and/or  COMMENT: 

SECRETARIAT  DOCUMENTS  (continued) 

TAG  DOCUMENT 


S3  lEC/TC  29(Secretariatl210  Draft  -  Second  CD:  lEC/CD  645-3:  Methods  for  the 

specification  of  acoustic  test  signals  of  short  duration  for  audiometric  and 
neuro-  otclogical  purposes 

Announced  to  S3  (S3/342)  on  8  March  1991  with  R.L.  Grason  coordinating 
comments  and  recommendations  for  vote  on  this  document.  Comments  were 
submitted  to  USNC  for  lEC  by  the  Technical  Advisor  on  12  April  1991. 


S3  IEC/TC  29(Secretariat)200-  First  CD:  Amendment  to  Publication  1 1 8-7  Hearing 

Aids.  Part  7:  Measurements  of  the  performance  characteristics  of  hearing  aids 
for  quality  inspection  for  delivery  purposes 

IEC/TC  29(Secretariatl209  First  CD:  Amendment  to  Publication  119-0  Hearing 
Aids.  Measurement  of  electroacoustical  characteristics 

IEC/TC  29(Secretariat)211  First  CD:  Amendment  to  Publication  90:1973. 
Dimensions  of  plugs  for  hearing  aids 

Announced  to  S3  (S3/323)  on  8  March  1991  with  D..A.  Preves  coordinating 
comments  on  these  documents.  Comments  were  submitted  to  USNC  for  lEC 
by  the  Technical  Advisor  on  11  April  1991. 


SI,  SI 2  IEC/TC  29(Secretari.‘>t)  212  Second  CD:  Instruments  for  the  measurement  of 
sound  intensity 

Announced  to  SI  and  SI  2  (SI/3481  on  5  April  1991  with  J.  Tichy  coordinating 
comments  on  this  document.  Comments  were  submitted  to  USNC  for  lEC  by 
the  Technical  Advisor  on  10  May  1991. 


S1,S12  IEC/TC  29(Secretariat)  213  First  CD;  Electroacoustics  -  Instruments  for 
measurement  of  aircraft  noise  -  Performance  requirements  for  systems  to 
measure  one-third-octave-band  sound  pressure  levels  in  aircraft  noise 
certification 

Announced  to  SI  and  SI 2  (SI/350)  on  30  April  1991  with  J.C.  McCann 
coordinating  comments  on  this  document. 
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ATTACHMENT  K-3 


Documents  processed  bv  the  ASA  Standards  Secretariat  from  October  1990  through  March 

laai 

THE  FOLLOWING  DOCUMENTS  WERE  RECEIVED  BY  THE  U.S.  MEMBER  BODY  FOR 
VOTE  and/or  COMMENT: 

SECRETARIAT  DOCUMENTS  (continued) 

TAG  DOCUMENT 


SI ,  S3  icC/TC  29(Secfetariat)  2'!4  Second  draft  CD:  Random-incidence  and  diffuse 
SI  2  field  calibration  of  sound  level  meters 

Announced  to  SI ,  S3  and  SI  2  (SI/351)  on  30  April  1991  with  V.  Nedzelnitsky 
coordinating  comments  on  this  document. 


OTHER  ACTION  J 

1.  Nevtf  work  items  proposed  for  ISO/TC  43  and  IEC/TC  29  •  ISO/TC  43  voted  to  support 
the  new  work  itom  proposals  concerning  methods  and  equipment  for  the  measurement 
of  real-ear  characteristics  of  hearing  aids,  and  asked  the  Secretariat  to  proceed  toward 
approval  of  these  proposals  as  work  items  of  IEC/TC  29  Electroacoustics  and  ISO/TC 
43  Acoustics  respectively.  If  approved,  Mr.  Erbling,  Denmark,  will  be  Project  Leader 
and  a  joint  working  group  will  he  established. 

2.  Recommendations  for  two  expert  members  to  IEC/TC  29  working  groups  were  made 
on  23  November  1990.  Dr.  Gregory  P.  Widin  was  recommended  to  serve  on  IEC/TC 
29/WG16.  Digitally  programmable  hearing  aid  systems;  and  Mr.  Donald  W.  Boston  to 
serve  on  IEC/TC  29/WG15.  Electroacoustical  measuring  equipment  for  aircraft  noise 
certification. 

3.  At  its  meeting  on  1990-05-18  in  Rotterdam,  ISO/TC  43  approved  the  following 
resolution: 

Resolution  4 

ISO/TC  43  supports  the  New  Work  Item  Proposals  given  in  documents  N  81 1 
and  N  8 1 2  concerning  methods  and  equipment  for  the  measurement  of  real-ear 
characteristics  of  hearing  aids,  and  asks  the  Secretariat  to  proceed  towards 
approval  of  these  proposals  as  work  items  of  IEC/TC  29  "Electroacoustics"  and 
ISO/TC  43  "Acoustics",  respectively.  If  accepted,  Mr.  Eiberling,  Denmark,  is 
appointed  Project  Leader,  and  the  Secretariat  is  asked  to  establish  a  joint 
ISO/TC  43-IEC/TC  29  Working  Group  to  deal  with  these  items. 
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UNITED  STATES  DEPARTMENT  DP  COMMERCE 
National  Inatituta  of  Standards  and  Tachnotogy 

Geitt  lerstxjrg,  MQryia'io  20899 


COMMITTEE  CORRESPONDENCE  Building  233  (Sound),  Room  A147 

April  23,  1991 

REPORT  TO:  ASACOS,  TAG  for  TC  29  Electroacoustics,  and  other 
directly  and  materially  interested  parties 

From:  Victor  Nedzelnitsky,  Sc.D. 

Technical  Advisor  to  USNC/IEC 
for  TC  29  Electroacoustics 

SUBJECT:  Activities  concerning  lEC/TC  29  since  the  previous 
(November  23,  1990)  report  of  the  Technical  Advisor 

1.  Several  Working  Groups  (WGs)  of  TC  29  are  meeting  in  the  U.K. 
in  the  first  week  of  June,  1991.  They  are  meeting  by  themselves, 
without  specific  announcement  to  the  National  Committees  by  the 
Secretariat  of  TC  29,  and  without  accompanying  plenary  sessions 
of  TC  29.  Consequently,  no  formal  action  by  the  Technical 
Advisor  or  USNC/IEC  organizing  a  U.S.A.  Delegation  (to  a  meeting 
of  TC  29)  is  appropriate  or  necessary  for  these  WG  meetings. 
Expert  Members  should  have  received  notification  of  their  WG 
meetings  directly  from  their  WG  Convenors/Project  Leaders,  and 
should  contact  them  directly  for  specific  information. 

2.  Administrative  Circular  No.  264/90  officially  announced  (as 
noted  in  my  previous  report)  that  the  next  meeting  of  TC  29  will 
be  held  in  Rotorua,  New  Zealand  from  November  25-29,  1991. 
Presumably,  most  of  its  WGs  also  will  meet  at  that  time,  but  no 
listing  of  individual  WGs  that  will  meet  has  been  received  yet. 
Expert  Members  should  receive  notification  of  their  WG  meetings 
directly  from  their  WG  Convenors/Project  Leaders,  and  may  contact 
them  directly  for  specific  information.  When  the  USNC/IEC 
receives  details  of  the  TC  29  sessions,  the  USNC/IEC 
accreditation  of  members  of  the  U.S.A.  Delegation  to  these 
sessions,  at  the  recommendation  of  the  Technical  Advisor,  will 
proceed. 

3.  The  following  documents  were  received  and/or  processed  for 

ballo.t.: 

29(Central  Office)162  Specifications  for  personal  sound 
exposure  meters. 

This  document  (announced  in  my  last  report)  resulted  in  a 
recommended  abstention,  with  comments  (copy  attached,  along  with 
copies  of  my  letter  of  transmittal  to  the  USNC/IEC,  and  the 
letter  to  me  from  R.  W.  Krug,  who  coordinated  the  comments). 


1 
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Document  29 (Central  Office) 163  Supplement  to  lEC  Publication 
118-2  (1983)  Hearing  aids  with  automatic  gain  control 
circuit. 

This  document  is  received  for  ballot  for  approval  as  a  PIS.  It 
is  based  on  Document  29 (Secretariat) 190.  At  my  request,  D.  W. 
Preves  is  coordinating  the  recommendations  for  ballot. 

Document  29 (Secretariat) 210:  Second  CD:  lEC/CD  645-3: 

Methods  for  the  specification  of  acoustic  test  signals  of 
short  duration  for  audiometric  and  neuro-otological 
purposes . 

This  document  was  received  for  ballot  for  approval  for 
circulation  as  a  PIS,  fit  my  request,  R.  L.  Grason  coordinated 
the  comments.  Copies  of  the  recommended  USNC/IEC  affirmative 
ballot  with  comments,  as  well  as  my  letter  of  transmittal  and  R. 
L.  Grason ^s  summary  of  respondents,  are  attached.  Additional 
comments  and  a  recommendation  for  a  negative  ballot  from  S. 

Joseph  Barry,  an  Individual  Expert  on  ASA  Standards  Committee  S3, 
Bioacoustics,  were  received  by  R.  Grason  on  April  18,  1991,  and 
by  me  on  April  19,  1991,  too  late  for  inclusion  in  the 
recommended  USNC/IEC  position.  These  comments  are  related  to 
some  of  the  comments  that  were  included  in  the  USNC/IEC  position. 
The  Bariry  comments  will  be  brought  up  for  discussion,  if 
possible,  at  the  next  meeting  of  the  lEC  WG  from  which  this 
document  originated,  and  will  be  considered,  if  applicable,  in 
formulating  the  USNC/IEC  position  on  the  next  ballot. 

Document  29 (Secretariat) 212  Second  CD:  Instruments  for  the 
measurement  of  sound  intensity. 

This  document  was  received  for  ballot  for  approval. for 
circulation  as  a  PIS.  It  is  a  revision  of  the  first  CD, 

29 (Secretariat) 193.  At  my  request,  J.  Tichy  is  coordinating  the 
comments . 

Document  29 (Secretariat) 214  Second  CD:  Random- incidence  and 
diffuse-field  calibration  of  sound  level  meters. 

This  document  was  received  £fli:„bflLllp.t.,..fQ£...aDgr.a.YflLJEgr 
circulation  as  a  PIS.  It  is  a  revision  of  the  first  CD, 

29 (Secretariat) 191.  I  will  coordinate  the  comments. 

4.  The  following  documents  were  received  and/or  processed  for 
apiMnent: 

29 (Secretariat) 199  Amendment  to  lEC  651:1979,  Sound  level 
meters . 

29 (Secretariat) 200  Amendment  to  lEC  804:1985,  Integrating- 
averaging  sound  level  meters. 

At  my  request,  R.  W.  Krug  coordinated  comments  on  both  of  these 
document>= .  Copies  of  the  recommended  USNC/IEC  comments ,  my 
letter  of  transmittal,  and  R.  W,  Krug's  summary  of  respondents 
are  attached. 


Z 
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29 (Secretariat) 208:  First  CD:  Amendment  to  Publication 
118-7  Hearing  aids.  Part  7:  Measurements  of  the  performance 
characteristics  of  hearing  aids  for  quality  inspection  for 
delivery  purposes. 

29 (Secretariat) 209:  First  CD;  Amendment  to  Publication 
118-0  Hearing  aids.  Measurement  of  electroacoustical 
characteristics . 

29(Secretariat)211:  First  CD:  Amendment  to  Publication 
90:1973,  Dimensions  of  plugs  for  hearing  aids. 

At  my  request,  D.  A.  Preves  coordinated  comments  on  these 
documents.  Copies  of  the  recommended  USNC/IEC  comments,  my 
letter  of  transmittal,  and  the  summary  of  respondents  are 
attached . 

29 (Secretariat) 213  First  CD:  Electroacoustics  -  Instmments 
for  measurement  of  aircraft  noise  -  Performance  requirements 
for  systems  to  measure  one-third-octave-band  sound  pressure 
levels  in  aircraft  noise  certification. 

In  accord  with  the  letters  contained  in  my  report  dated  June  29, 
1990,  I  have  requested  that  comments  be  coordinated  by  John  C. 
McCann,  Chairman,  SAE  A-21  Noise  Measurement  and  Analysis 
Subcommittee,  which  has  already  in  its  meetings  considered  the 
progress  of  this  lEC  document  as  it  left  the  lEC  TC  29/WG  15  to 
become  a  TC  29  Secretariat  document.  He  is  expected  to  have  the 
support  of  D.  W.  Boston  and  A.  H.  Marsh,  our  Expert  Members  on 
the  TC  29/WG  15. 

cc: 

R.  C.  Geiseman 
J.  C.  McCann 
C.  T.  Zegers 


Attachments . 
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COMMITTEE  CORRESPONDENCE  Building  233  (Sound),  Room  A1 4 7 

March  20,  1991 


\ 


To:  Robert  C.  Geiseman,  Manager,  USNC/IEC  Electronics  Group  4 
Charles  T.  Zegers,  Secretary,  USNC/IEC 

From;  Victor  Nedzelnitsky,  Sc.D. 

Technical  Advisor  to  USNC/IEC 
for  TC  29,  Electroacoustics 

Subject:  Recommended  USNC/IEC  ballot  and  comments  (enclosed)  on 
lEC  Document  29 (Central  OfficeU62;  Specificeitions  for 
personal  sound  exposure  meters 


At  my  request,  comments  on  this  document  were  coordinated  by 
Robert  W.  Krug,  Chairman  of  the  ANSI-accredited  ASA  WG  on  sound 
level  meters.  His  summaries  of  the  respondents  are  attached. 

The  recommended  USNC/IEC  position  is  abstention,  because  this 
document  does  not  include  the  4-dB  and  5-dB  exchange  rates  that 
sound  exposure  meters  (dosimeters)  must  be  capable  of  using  if 
they  are  to  be  applicable  to  regulatory  requirements  currently  in 
effect  in  the  U.S.A.  There  is  considerable  support  in  the  U.S.A. 
for  the  3-*dB  exchange  rate  that  is  the  basis  of  ISO  1999,  the 
most  widely-recognized  international  standard  on  hearing  damage- 
risk  criteria.  However,  the  Revised  Draft  Statement,  dated 
January  24,  1990,  of  the  NIH  Consensus  Development  Conference  on 
Noise  and  Hearing  Loss  held  in  Bethesda,  HD  on  January  22-24, 
1990,  stated  that,  with  regard  to  exchange  rates,  "There  is  no 
consensus  concerning  a  single  rule  to  be  used  for  all  purposes  in 
the  United  States.  There  is  some  disagreement."  Consequently, 
although  there  is  much  that  is  technically  good  and  useful  in  the 
subject  lEC  document,  and  while  the  U.S.A.  voted  in  favor  of  ISO 
1999  and  would,  therefore,  be  inconsistent  in  rejecting  lEC 
29 (Central  Office) 162  because  it  contains  the  3-dB  exchange  rate, 
document  29 (Central  Office) 162  is  not  pertinent  to  some  major 
U.S.  needs  established  in  current  regulations,,  and  the  USNC/IEC 
should  not  vote  in  its  favor.  Lacking  a  clear  U.S.  consensus, 
abstention  is  the  proper  position,  especially  because  S1.25-199X 
Specification  for  Personal  Noise  Dosimeters  (Revision  of  ANSI 
SI. 25-1978]  provides  for  all  pertinent  exchange  rates,  has  been 
balloted  with  a  good  chance  of  resolving  sufficient  negative 
ballots  to  become  an  ANSI  standard,  and,  as  such,  appears  to  be 
the  best  proposed  standard  soon  likely  to  be  available  for 
meeting  U.S.  needs. 


/ 
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The  comment  of  Dr.  R.  W.  Young,  regarding  the  letter  symbols  to 
be  used  for  time-average  sound  levels,  has  not  been  incorporated 
in  the  recommended  USNC/IEC  comments,  because  current'  ANSI 
standards  are  themselves  not  entirely  consistent  in  this  regard. 
In  the  absence  of  a  clear  consensus,  it  seems  best  to  consider 
this  issue  in  the  next  meeting  of  the  ANSI  working  group  on  sound 
level  meters,  and  in  the  ongoing  revision  of  ANSI  si. 1-1960,  for 
which  the  first  draft,  dated  July  1990,  of  ANSI  S1.1-199X 
Acoustical  and  Electroacoustlcal  Terminology,  has  recently  been 
balloted. 

end. 

cc: 

with  all  end.: 

A.  V.  Brenig 


without  all  end.: 

K.  M. 

Eldred 

D.  L. 

Johnson 

R.  H. 

Krug 

A.  H. 

Marsh 

L.  A. 

Hilber 

6.  S. 

K.  Wong 

R.  W. 

Young 
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Not  for  reproduction 
Oriirinal:  English 

INTERNATIONAL  ELECTROTECHNICAL  COMMISSION 


March  1990 


TECHNICAL  COMMITTEE  No.  29;  ELECTROACOUSTICS, 


Cofflfflenta  of  U.S.  National  Conmittee  on 
Document  29  (.Central  Off  ice)  162 

Specifications  for  personal  sound  exposure  meters 

The  U.S.  National  Committee  abstains  for  reasons  given  in  the 
first  general  comment.  It  does  request  additional  comments  be 
considered  and  incorporated  into  the  document. 


The  personal  sound  exposure  meter  of  the  design  described  in  the 
Draft  International  Standard  does  not  meet  all  the  current 
requirements  for  a  personal  sound  exposure  meter  in  the  U.  S.  A. 
Regulatory  practices  in  the  U.  S*  A.  (as  well  as  other 
countries)  mandate  use  of  instruments  employing  4  and  5  dB 
exchange  rates,  with  exponential  averaging. 

Short  duration  random  impulses/impacts  may  not  be  measured 

froperly.  The  USNC  recommends  changing  the  design  goal  to 
ntegrate  all  sound  of  duration  290  microseconds  or  longer  and 
changing  the  recommended  test  to  insure  instrument  compliance. 

Technical  Comments 

Foreword  4.  (b) 

Change  1-ms  to  0.25-ms. 


9.4 

Change  l-ms  to  0.25-ms,  4  cycles  to  1  cycle  and 
999  ms  to  249.75  ms  as  required. 

9.5 

change  1-ns  to  0.25-m8  as  required. 

B4 

Change  l-ms  to  0.25-ms  as  required. 
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PAX  f:-  301/869-3S36  Date:-  March  19,  1991 

To;-  V.  Nedzelnitaky  Company:-  NIST 

Prou:-  Bob  Krua  Cirrus  Research  Inc. 

Subject:-  IEC/TC29  Pacet-  1  of  3 


Vic: 

To  follow  are  aaended  comaients  on, 

]EC/29(Central  Office)162. 

Spelling  corrections  have  been  Included. 

Corrections  to  9.4  have  been  included. 

My  coBuaent  on  the  plaeoaent  of  Po  has  been  deleted. 

After  review  lEC  801-02-16  as  well  as  ANSI/ASME  YIO. 11-1984, 
relative  to  Robert  Young's  ooBUents  and  have  been  unable  to  cone 
up  with  a  strong  enough  reason  to  include  then  in  the  U*  S.  A. 
comments. 

Please  use,  nark  up  and  FAX  back  or  give  ne  a  call. 

Slgned:- 


CIRRUS  RESEARCH  INC.  PHONE  (414)  258-0717 
6818  WEST  STATE  STREET,  SUITE  170  FAX  (414)  258-0896 
WAUWATOSA,  WI  53213 
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Background  on  the  Comments  of  USA  Member  Body  on  lEC/TC  29 
(rentr_Al  Off  ice)  162 

There  were  3  affirmative  votes  with  comments  from: 

Daniel  L  Johnson  S-12 

Concerned  that  the  random  impulses/impacts  could  still  not 
be  measured.  He  recommends  changing  the  design  goal  to 
integrate  all  sound  of  duration  250  microseconds  or  longer 
and  changing  the  recommended  test  to  insure  instrument 
compl lance. 

Alan  Marsh 

Recommends  approval  if  technical  and  editorial  comments  are 
considered  for  incorporation  in  the  standard. 

John  J.  Earshen 

Was  concerned  that  3  dB  doubling  is  not  regulatory  practice 
in  the  U.'  S.  A. 

There  were  5  affirmative  votes  without  comments  from: 

David  J.  Venditti  DTRC 

Raymond  J  Callahan  PTI 

Donald  £.  Wasserman 
Robert  N.  Kasten  ASHA 

Larry  Davis  Larson  Davis 

There  were  2  negative  votes  with  comments  from: 

Edwin  K.  Toothman  PINCRP 

Carl  D  Bohl  AIHA 

Both  stated  that  there  is  no  current  requirement  in  the 
U.  S.  A.  for  a  personal  sound  exposure  meter  of  the  design 
described  in  the  Draft  International  Standard. 

There  was  1  cosuaent  without  vote  from: 

Robert  W.  Young 

Insisted  Lam.t  be  called  Lat  to  be  consistent  with  lEC  801** 
02-16  as  well  as  ANSI/ASME  Y10.11-1984i  Letter  Symbols  and 
abbreviations. . .Acoustics. 
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COMMITTEE  CORRESPONDENCE 
April  12,  1991 


UNITED  STATES  DEPARTMENT  DP  COMMERCE 
National  Inatituta  of  Standarda  and  Tachnotogy 

Go<triersbijrg.  Maryiood  20833 


Building  233  (Sound),  Roora  A147 


To:  Robert  C.  Geisenan,  Manager,  USNC/IEC  Electronics  Group  4 
Charles  T.  Zegers,  Secretary,  USNC/IEC 

From:  Victor  Nedzelnitsky,  Sc.D. 

Technical  Advisor  to  USNC/IEC 
for  TC  29,  Electroacoustics 

Subject:  Recommended  USNC/IEC  affirmative  vote  and  comments 

(enclosed)  on  lEC  Document  29 (Secretariate 210:  Second 
CD:  lEC/CD  645-3:  Methods  for  the  specification  of 
acoustic  test  signals  of  short  duration  for  audiometric 
and  neuro-otological  purposes 


At  my  request,  comments  on  these  documents  were  coordinated  by 
Rufus  L.  Grasen,  an  Expert  Member  of  the  lEC  HG  in  which  this 
document  originated.  His  summary  of  the  respondents  is  attached. 

I  received  the  coordinated  comments  this  afternoon,  and  the 
recommended  USNC/IEC  comments  accompany  this  transmittal  to  you 
via  FAX.  They  are  due  to  be  received  by  Mr.  L.  E.  Nielsen,  the 
Secretary  of  TC  29,  with  copy  to  the  Central  Office,  by  April  15, 
1991. 

end. 

cc: 

A.  V.  Brenlg 
R.  L.  Grason 
L.  A.  Wilber 


Not  for  Reproduction 
Original:  English 

XNTERNATIONAI.  ELECTROTECHNICAL  COMMISSION 


ll.S.A./29(SEC.)210 
April  1991 
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TNTFRNATIONAL  FlEClROTECHNlCAL  COMMISSION 

TECHNICAL  COMMITTEE  No^  2ii  ^L££1EQM1Q'JST1QS 

Comments  of  the  U.  S.  National  Committee  on 
PocuTOnt  2i  fSfecretaridt) 

Draft  '  lEC  GAS  Audiometers 

Part  3:  Methods  for  the  Specification  of 

Acoustic  Test  Signals  of  Short  Duration 

for  Audiometric  and  Neuro-Otologicail  Purposes 


The  U.S.  votes  affirmative  on  the  above  document,  with  the  following  comments: 
Technical  Comments 

Page  3  Section  S.l  Duration  of  signal  -  It  Is  unclear  why  20  dB  down  from  peak 

level  of  the  signal  wa-  chosen  as  the  measure  of  duration. 

Page  3  Section  S.4  The  term  ’'brief  tone"  has  been  used  in  the  literature  to 

describe  tones  short  enough  to  be  affected  by  temporal 
integration.  The  definition  for  brief  tone  In  the  proposed 
standard  Is  more  restrictive,  and  would  not  Include 
durations- clearly  considered  to  correspond  to*  br^ef  tones 
In  the  .literature,  for  example,  In  Reference  I,  the 
•reference  duration  for  brief  tone  audloiaetry  -in  Table  19.1 
Is  20  Milliseconds  between  half  power  points.  This  would 
correspond  to  greater  than  20  Milliseconds  between  the  10% 
points,  and  so  would  not  Meet  the  definition  of  brief  tone 
In  the  standard.  It  Is  suggested  that  the  definition  of 
brief  tone  cover  the  range  up  to  at  least  100  oillllseconds. 

A  particular  duration  In  the  continuum  can  still  be 
designated  as  In  par.  S.S. 

References i 

Wright,  H.N.  Brief  Tone  Audiometry.  Chapter  19  in  Kati,  0. 
ed.  Handbook  of  Clinical  Audiology.  Balltiisore:  Williams 
I  Wilkins,  1978;  218  -  232.. 

Pedersen,  C.8.  Brief  Tone  Audiometry,  Ocand  Audlol  1976; 

hxZl-n. 

Olsen,  W.D.  Brief  Tone  Audiometry:  A  Review.  Ear  and 
Hearing  1987;  8: 335-185. 


Page  4  Section  5.9  The  frequency^  of  the  calibration  tone  Is  not  specified.  It 

Is  suggested ‘that  a  fixed  frequency  (e.g.  l  KHz)  be  stated 
.  or  a  sentence  bo  added^  stating  that  the  frequency  of  the 

tone  should  not  be  within  a  resonance  peak  of  the 
transducer. 
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Page  5  Section  7  The  u'ie  of  frequency  domain  components  such  as  the  I  EC 

couplers  126,  303.  318.  and  711  in  the  measurement  and 
calibration  of  time  domain  events  opens  •'the  door  for 
possible  errors,  especially  when  using  very  wide  band 
devices,  such  as  oscilloscopes,  to  interpret  the  results. 
Good  transient  response  to  a  step  or  square  wave  function 
requires  the  band  limiting  of  either  the  drive  or 
tneasurement  signal  in  a  controlled  way.  The  couplers 
referenced  above  all  have  different  frequency  response  and 
transient  response  behavior,  and  also  behave  differently 
under  different  drive  configurations  from  a  test 
tranduccr(s).  Specifications  should  be  included  to  limit 
and  define  the  frequency  response  of  the  signal  source  that 
is  used  to  perform  the  calibration  and/or  test  1n  order  to 
Insure  that  the  system  retains  good  transient  resconse  for 
the  coupler  to  be  used.  Other  components  of  the  measurement 
system  could  also  affect  the  transient  response.  These 
include  microphones,  drive  transducers,  and  measurement 
amplificro/fiUers. 


Editorial  Comments 

Page  6  Section  8-  Last  Sentence.  The ‘bone  conduction  vibratory  fqrce  should 

be  expressed  as  a  level  (dS  re  reference  vibratory  force) 
rather  than  directly  ifi  vibratory  force.  This  is  in 
keeping  with  current  practice. 

Page  6  Section  9  Third  Lino  -  The  word  "population"  should  be  replaced  with 

the  word  "sample". 


2 
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Rufus  L.  Grason 
P.O.  Box  219 
Lincoln.  MA  01773 


11  April  1991 


Victor  Nedzelnltsky,  Ph.D. 

National  Institute  of  Standards  and  Technology 
Bldg.  233.  Rm  A149 
Gaithersburg,  MO  20899-0001 

Re;  lEC/TC  29  -  Draft  -  lEC  645  Audiometers  -  Part  3:  Methods 
for  the  Specification  of  Acoustic  Test  Signals  of  Short 
Duration  for  Audiometric  and  Neuro-Otological  Purposes 

Dear  Victor: 

Enclosed  you  will  find  a  compilation  of  the  comments  which  I 
received  on  the  "above  document  <IEC  645  Part  3).  I  received 
votes  and/or  comments  from  the  following  persons: 

Richard  Drander  (Deltone) 

John  L.  Fletcher  <S3) 

Roger  Kasten  <ASHA) 

Ralph  r,  Naunton  {National  .Institute  on  Deafness)  ’ 

Jerry  Popeka 
Carole  M.,  Rogln *(HIA) 

William  A..  Yost  (S3) 

The  document  w^i  sent  with  the  header  sheet  ask.lng  persons  to 
vote  on  It  and  some  did  so,  however  others  Just  sent  comments. 
There  was  one  negative  vote. 

The  conmients  are  found  on  the  two  pages  which  follow. 


Sincerely, 

Rufus  L.  Grason 


cc;  Avril  Brenig,  Standards  Manager 

Laura  Ann  Wilber,  Standards  Committee  S3  Chair 


1 
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COMMITTEE  CORRESPONDENCE 


UNITEC/  STATES  DEPARTMENT  DP  COMMERCE 
National  Inatituta  of  Standarda  and  Technology 

Go<tfH!^stxx'9  20G09 


Building  233  (Sound),  Room  A147 


December  21,  19?0 


To:  Robert  C.  Geiseman,  Manager,  USNC/IEC  Electronics  Group  4 
Charles  T.  Zegers,  Secretary,  USNC/IEC 

From:  Victor  Ned2elnits)cy ,  Sc.D. 

Technical  Advisor  to  USNC/IEC  "v 

for  TC  29,  Electroacoustics 

Subject:  Recommended  USNC/IEC  comments  (enclosed)  on 
I EC  Documents: 

29f Secretariat ^199:  Amendment  to  lEC  651:  1979  Sound 
level  meters 

29 (Secretariat ^200;  Amendment  to  lEC  604;  1985 
Integrating-averaging  sound  level  meters 


At  my  request,  comments  on  these  documents  were  coordinated  by 
Robert  W.  Krug,  Chairman  of  the  ANSI-accredited  ASA  WG  on  sound 
level  meters.  His  summaries  of  the  respondents  are  attached. 
Although  the  documents  were  not  received  for  ballot,  most 
respondents  indicated  their  position  on  a  ballot,  because  the 
announcement  form  sent  out  by  the  ASA  Standards  Secretariat  is  a 
generic  form.  The  generally  favorable  nature  of  the  comments  is 
not  unexpected,  because  the  subject  Amendments  do  improve  lEC  651 
and  lEC  804.  However,  even  if  all  our  comments  are  accepted, 
these  amendments  would  comprise,  by  virtue  of  their  scope,  only 
limited  revisions  of  these  documents,  and  fundamental  problems 
that  had  led  to  negative  USNC/IEC  positions  on  lEC  651  and  lEC 
804  would  remain. 

I  discussed  the  coordinated  comments  yesterday  with  R.  W.  Krug 
via  telephone,  and  the  recommended  USNC/IEC  comments  accompany 
this  transmittal  to  you  via  FAX.  They  are  due  to  be  received  by 
Leif  Nielsen,  the  Secretary  of  TC  29,  with  copy  to  the  Central 
Office,  by  December  31,  1990. 


end. 

cc; 

A.  V.  Brenig 

K.  M.  Eldred 
R.  W.  Krug 

L.  A.  Wilber 
G.  S.  K.  Wong 
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Not  for  reproduction  2 9 ( U . S .A < ) 

Original:  English  December  1990 

INTERNATIQNAT,  ELECTROTECHNICAL  COMMISSION 
TECHNICAL  COMMITTEE  No.  29;  ELECTROACOILSJJCS 


Comments  of  U.S.  National  Committee  on 
Document  29(Secretarlat 1199 

Amendment  to  lEC  651:1^79,  Sound  level  meters 
First  Committee  Draft  circulated  for  comments 


Technical  Comment s 
Page  3  Note  2 

Change  Sound  level  to  Exponent i al**t ime-averaged  sound  level. 
This  standard  also  includes  I  and  Peak  sound  level. 

Page  5  Note  7 

This  change  redefines  the  frequency  weighting  curves.  This  is 
beyond  the  mandate  for  this  amendment.  Recommend  the 
following  wording  for  6.2. 

The  C-weighting  is  ideally  at  half  power  or  3  dB  down  relative 
to  the  response  at  1  kHx  at  a  frequency  of  10*’’*  Hz  and  10*'” 
Kz.  The  attenuation  rates  approacn  12  dB  per  octave  at  both 
low  and  high  frequencies.  Practical  realization  of  the  C- 
weighting  characteristics  specified  in  table  IV  is  achieved 
with  two  isolated  single  pole  high  pass  filters  3  dB  down  at 
20,6  H:  and  two  isolated  single  pole  low  pass  filters  3  dB 
down  at  12,2  kHz. 

Practical  realization  of  the  B-weighting  characteristics 
specified  in  Table  IV  is  achieved  by  adding  an  isolited  single 
pole  high  pass  filter  at  158,5  Hz  to  the  C~weighting 
characteristics  and  adjusting  the  gain  for  0  dB  at  1  kHz. 

Practical  realization  of  the  A-weighting  characteristics 
specified  in  table  IV  is  achieved  by  adding  two  isolated 
single  pole  high  pass  filters  at  107,7  Hz  and  737,9  Hz  to  the 
C-welghtlng  characteristics  and  adjusting  the  gain  for  0  dB  at 
1  kHz. 

Appendix  D  contains  the  equations  used  to  derive  Table  IV. 

a 

Page  33  of  651  Subclause  8.4 

Use  English  spelling  of  Oersted. 

Page  35  of  651  Subclause  9.3.3  „  »  «  . 

Since  note  9  deleted  subclause  G.St  subclause  9e3a3  osust  be 
deleted. 
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Not  for  reproduction  29 (U . S . A « ) _ 

Originals  English  December  1990 

INTERHATIOHAL  ELECTRQTECHNIgAL  C■0^01Ig■SION 

TECHNICAL  COMMITTEE  No.  29 S  ELECTROACOOSTLCS 


Comments  of  U.S.  National  Committee  on 
Document  29(Secretariatl200 

Amendment  to  lEC  804:1985,  Integrat ing-averaging  sound  level  meters 
First  Committee  Draft  circulated  for  comments 


Technical  Comment s 


Page  4  Note  7, 

Page  7  Note  1 1  , 

Page  9  Note  15, 

Page  9  Note  16,  and 
Page  10  Note  21 

Do  not  delete  the  pulse  range  test.  The  time  averaging  test 
of  9.3.2  is  not  sufficient  to  insure  accurate  measurement  of 
short  duration  signals. 
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FAX  301/869-3536 

Toj-  V.  Nedzelnitsky 

Froa:-  Bob  Krue 

Subject:-  IEC/TC29 

Date;- 

Coapany:- 

P«ge:- 

Deceaber  21,  1990 
NIST 

Cirrus  Research  Inc. 
1  of  3 

Vic: 

To  follow  are  amended  coDunents  on, 
IEC/29(Secretar iat )199 , 
IEC/29(Secretariat 1200. 

Bob  S 

Signed:-  ' 

CIRRUS  RESEARCH  INC. 

PHONE 

:  (414) 
U14) 

258-0717 

6818  WEST  STATE  STREET,  SUITE  170 
WAUWATOSA,  WI  53213 

FAX 

258-0896 
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Page  2 

Background  on  the  Comments  of  USA  Member  Body  on  lEC/TC  29 
( Secretariat 

Thera  were  5  affirmative  votes  without  comments  from: 

Daniel  L  Johnson  S-12 

David  J.  Venditti  DTRC 

Raymon  J  Callahan  PTl 

Donald  E,  Hasserman 
Robert  N.  Hasten  ASHA 

There  were  2  comments  without  vote  from: 

Richard  Penpin  See  enclosure. 

I  will  send  a  reply  to  Richard  Peppin. 

Many  of  his  comments  were  very  good  but  could  not  be  included 
in  a  limited  revision. 

I  did  not  agree  with  his  reading  of  note  11. 

Robert  Krug  See  page  5  note  7  above. 


Page  2 

llecretarlat;°”fin^*  Comments  of  USA  Member  Body  on  IBC/TC  20 


There  were  4 


affirmative  votes  without  consents  from: 


pavxd  J.  Venditti  DTRC 

Raymon  j  Callahan  PTI 

Donald  E.  Wasserman 
Robert  N.  Hasten  ASHA 

Davis  Larson  Davis 

Both  were  opposed  to  deleting  the  pulse  range  test. 

without  vote  from: 

Peppin  See  enclosure. 

Manv  Richard  Peppin. 

in  1  ilmltld  bM  could  not  bo  included 


<‘<w 

/  y  \ 


COMMITTEE  SLO 


PONDENCE 


April  11,  1991 
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UNITED  STATES  DEPARTMENT  DP  CDMMEPCE 
National  Inatituta  of  Standarda  and  Tachnology 

GeiCiTerstourg.  Maryiaod  SOB39 

Building  233  (Sound),  Room  A147 


To:  Robert  C.  Geiseman,  Manager,  USNC/IEC  Electronics  Group  4 
Charles  T.  Zegers,  Secretar7,  USNC/IEC 

From;  Victor  Nedzelnitsky,  Sc.D. 

Technical  Advisor  to  USNC/IEC 
for  TC  29,  Electroacoustics 

Subject:  Recommended  USNC/IEC  comments  (enclosed)  on 
I EC  Documents: 

29 { Secretariat ) 208 :  First  CD:  Amendment  to  Publication 
118-7  Hearing  Aids.  Part  7;  Measurements  of  the 
performance  characteristics  of  hearing  aids  for  quality 
inspection  for  delivery  purposes 

29 f Secretariat! 209;  First  CD;  Amendment  to  Publication 
118-0  Hearing  Aids.  Measurement  of  electroacoustlcal 
characteristics 

29 f secretariat! 211;  First  CD;  Amendment  to  Publication 
90;  1973  Dimensions  of  plugs  for  hearing  aids 

At  my  request,  comments  on  these  docviments  were  coordinated  by 
David  A.  Proves,  Ph.D.,  Chairman  of  the  ANSI-accredited  ASA  HG  on 
hearing  aids.  His  summaries  of  the  respondents  are  attached. 
Although  the/doctiments  were  not  received  for  ballot,  most 
respondents  indicated  their  position  on  a  ballot,  because  the 
announcement  form  sent  out  by  the  ASA  Standards  Secretariat  is  a 
generic  form. 

I  discussed  the  coordinated  comments  yesterday  with  Dr.  Preves 
via  telephone  and  thanked  him  for  coordinating  the  comments  on 
these  documents  on  relatively  short  notice.  The  recommended 
USNC/IEC  comments  accompany  this  transmittal  to  you  via  FAX. 

They  are  due  to  be  received  by  Mr.  L.  E.  Nielsen,  the  Secretary 
of  TC  29,  with  copy  to  the  Central  Office,  by  April  15,  1991. 

end. 

cc; 

A.  V.  Brenig 
D.  A.  Preves 
L.  A.  Wilber 


Not  for  Reproduction 
Orieinal  ’’ 
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U.S.A./29(SECO208,209  and  211 
APRIL  1991 


TECHNICAL  COMMITTEE  NO. 29  ELECTROACOUSTICS 

The  L'.  S.  National  Committee  submits  its  comments  on  the  following  documents. 


29(5ea)208  First  CO;  Amendment  to  PubUcalion  118-7  Hearing  Aids.  Part  7:  Measurements  of 
the  Performance  Characterisrics  of  Hearing  Aids  for  Quality  inspection  for  Delivery  Purposes. 

29(Sea)209  First  CD:  Amendment  to  PuMcation  118-0  Hearing  Aids.  Measurement  of 
Electroacoustlcal  Characteristics. 

29(Sec.>21 1  ♦First  CO:  Amendment  to  Publication  90:1973  Dimensions  of  Plugs  for  Hearing  Aids. 

The  USNC/IEC  opposes  29(Sec.)208  and  29(Sec.)209,  and  expresses  its  views  on  29(Seo.)21 1 
with  the  following  comments: 


General 

The  USNC/IEC  has  substantially  the  same  general  comments  to  29(Sec.}208  and  29(Sec.}209 
as  for  the  Questionnaire  29(Sec.)186  that  was  drcutated  in  1989. 

Technical  Comments 


On29($eo.l2Q8  and  29(Sec.)209i 

The  proposal  to  use  4/5  of  the  ful-on  gain  as  the  reference  test  gain  can  be  argued  to  be  logical  on  the 
basis  that  natstuseris  do  rrat  set  their  gain  control  fulFon.  However,  this  comment  relates  to  hearing  aids' 
with  adequate  reseo'e  gala  For  heating  aids  v/ith  tow  gain,  this  may  not  be  the  case. 

The  4/5  provision  for  Setting  the  gain  control  would  vfitualiy  always  be  taken  advantage  of  when  the  fuit-on 
gain  Is  toss  than  ISdB  below  OSPLdO  because  It  would  often  show  lower  hannonle  distortion  andprobebiy 
lower  battery  current  on  Class  B  and  Class  D  hearing  aids.  Distortion  Is  often  dependent  on  how  tar  the 
output  level  Is  below  the  saturation  level  Forfakoorrparisoatistorttonrneasuretnentsshouto  bemade 
et  a  level  oonststenty  relatMf  to  the  rated  power  of  the  instruments.  Hearing  aide  wKh  low  distonion  et  high 
output  teveis  should  score  better  than  thoee  that  begin  distorting  well  below  the  saturation  level 

The  proposal  leaves  a  conskierabto  gap  between  hearing  aids  whose  full-on  gain  Just  exceeds  (OSPL90 
ininua  15)  dB  as  oonpamd  with  hearing  aide  wtrose  gain  if  Just  below  that  vakie.  The  tatter  would 

suddenly  aoduira  oonsUerabto  a(^rimtage,  pos8t)iy  6  or  10  dS  to  girin  oontiol  setbacic  Thus,  there  would 
be  a  di6<»ntinutty  in  setback  arnount  at  the  (OSPLdO  rninue  IS)  dS  gain  level 

8oma  of  these  hearing  aids  that  would  be  set  to  ful-on  in  aooorxfeirioe  wth.  current  118-0  or  118-7 
reoommendstionswouidfal  under  the  category  of  a'spooial  purpose*  hearing  alci  if  the  procedure  outsrted 
In  ANSI  83.22-1087  is  used  for  these  hee^  aids,  this  should  pradude  testing  at  fuB-on  gain  setting,  if 
a  chartge  to  made  to  lEC  1 18-0, 1 18-7,  k  should  be  for  *8peoial  purpose”  aids. 

On29rSec32t1: 

Both  the  two-  a.'xl  thme-pln  potarized  plugs  are  large  for  current  hearing  aid  sizes  (even  postaurloutar 
rtxxJds).  The  USNC/IEC  hopes  that  stairdarcfeation  of  nxx^  smaller  plugs  wM  occur. 


{  \  t  , 
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DavidA.Preves,Ph.O 
P.O.Box  59072 
Minneapolis,  MN  65459 

Ccnttepondence  (800)  328^105 


4-9-91 

Victor  Nedzslnltsky,  Ph.D. 

National  Institute  of  Standards  and  Technology 
BWg.  233  (Sound),  Room  A147 
Gaithersburg,  MD  20899 

re;  lEC  TC29(Sec)208, 209, 211:  Rrst  CD  -  Amendment  to  Publication  118-0  and  118-7 

Amendment  to  Publication  90  '  . 

Dear  Vic: 

The  Standards  Secretariat  put  a  da^  of  April  5  for  comments  reaching  me  on  the  above 
referenced  documents.  This  was  considerably  later  than  the  date  we  talked  about  Enclosed  are 
comments  and  votes  received  on  the  3  above  referenced  documents.  The  Standards  Secretariat 
provided  only  1  letter  ballot  for  alt  three  documents  so  these  votes  have  been  lumped  together. 
This  grouping  may  have  presented  a  problem  (or  persons  commenting  because  aimough 
29(Sec)208  and  209  are  essentialty  ^  same  proposal,  Pub.  90  Is  quite  different  Nevertheless, 
here  are  the  resufbi; 


■  Number  voting  negative:  3 
Number  voting  positive:  4 
Number  abstaining:  1 

Comments  were  received  only  from  several  S3-49  wortdng  group  members:  S.  Lybarger,  a 
Brander,  E.  Carlson  and  D.  Preves,  Most  of  the  comments  were  posltlvo  for  29(Seo)211  and 
negafive  for  29(8ec)208  and  209.  Several  persons  that  voted  posittve  were  ambivalent  because 
in  the  United  States  they  would  not  be  directiy  affected  by  th^  changes. 

Although  the  number  of  positive  votes  exceeds  the  number  of  negative  votes,  sinoe  them  were 
strong  comments  against  29(Sec)208  and  209, 1  am  recommending  splitting  the  vote  as  on  the 
attached. 


Yours  sincerely, 


PO«*if  brand  (ax  transmittal  memo  7671  #«f  (»»«»» ^  ,  'f 

^  Vic 

MNn 

5sr  y — ^ — 

-0^0:3 
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University  of  Ver*mojil 

D€F  ARTMENT  OF  PHYSICS 
COOK  PHYSICAL  SCIENCE  BUILDING 
.  BUhLINGTON,  VERMONT  0S»05  0)25 

12  March  1991  (802)6562644 

Dr.  Avril  Brenig 
Standards  Manager, 

Acoustical  Society  of  America 
335  East  45th  St. 

New  York  NY  IOOI7-3493 

Dear  Dr.  Brenig: 

This  is  to  inform  you  that  I  attended  a  meeting  of  the  USTAG  for 
IEC/TC87  chaired  by  P.D. Edmonds  on  25  February  1991  (in  Atlanta  GA, 
in  conjunction  with  an  annual  convention  of  the  AIUM) .  Among  other 
items  discussed  was  the  document  87 (Central  Office) 11  Draft 
International  Standard  on  "Requirements  for  Declaration  of  Acoustic 
Output  of  Medical  Ultrasonic  Diagnostic  Equipment". 

Today  I  received  a  ballot  on  this  document  and  am  returning  it  to 
Drs.  Edmonds  and  Reid  with  a  vote  recommending  approval.  This  was 
done  in  response  to  a  request  to  "record  your  Best  Available 
Opinion  (BAO)  of  the  view  espoused  by  the  organization  you 
represent  on  the  USTAG  for  IEC/87".  Of  course,  my  vote  is  not  the 
result  of  an  opinion  survey  over  the  entire  ASA  membership!  In  the 
future,  perhaps  it  will  be  possible  to  find  a  way  to  learn  the 
views  of  those  ASA  members  who  are  knowledgeable  in  this  area.  For 
this  occasion,  the  time  available  being  limited,  I  have  proceeded 
on  my  own  judgment  of  what  should  be  in  the  document.  It  might  be 
explained  that  I  have  seen  previous  drafts  of  this  standard,  have 
made  comments,  and  believe  the  authors  have  made  a  reasonable 
response  to  them. 

Sincerely  yours. 


.  Wesley  L.  Ny'  irg 
Professor  (E...jritus) 


/•/'  "•>  ■•■A 

v-;' 
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An  Equal  Oppuiluniiy  ‘ 
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ACOUSTICAL  -  SCEIETY- OF -AMERICA 


N-l 


OfFCeCf  TH£ 
STANOABDS  ScCBETAniAT 

AVRIL  BRENKS  O  P  H 
STANDARDS  manager 


335  EAST  45TH  STREET,  NEW  YORK  NEW  YORK  10017.3483 

T«I*«Nivw  (2I;)«SI-»404 
Te1»i  980983  AMINSTPHYSNVK 
TtKIls  (212)949  0473 


4  April  1991 


TO:  L.  Wilber,  Chair  S3 


Re;  Letter  Ballot  LB/S3/320  sent  to  the 
Organizational  Members  of  Standards 
Committee  S3  on  I  February  1991  and 
closed  on  15  March  1991 


SUBJECT:  Approval  of  proposed  new  liaison  working  group  within  S3 
to  give  Infomatlon  and  advise  on  those  documents  and 
activities  in  lEC/TC  87  Ultrasonics,  which  come  under  the  S3 
_ scope 

Enclosed  please  find  tally  of  the  above  letter  ballot,  showing  results 
as  follows: 


CUSSIFICATION  OF  MEMBERS 

AFFIRMATIVE  VOTES 

17 

P 

“  PRODUCER  _ 

5 

NEGATIVE  VOTES 

0 

C 

-  CONSUMER  _ 

9 

ABSTENTIONS 

2 

G 

-  GOVERNMENT  _ 

2 

NOT  RETURNED 

4 

GI 

-  GENERAL  INTEREST 

7 

TOTAL 


23 


TOTAL 


23 


S3/327 

ATTACHMENT  N-2 


Continuation  of  results 


AFFIRMATIVE  VOTES: 


Atack,  R.M. 
Bennett,  J.L. 
BoHl ,  C  t  D • 

Bovi,  A.M. 

Burnett,  E.D. 

Garlnther,  G. 
Kasten,  R« 

Naunton,  R.F, 

Naunton,  R.F. 
Nixon,  C. 

Page,  J. 

Patterson,  J.H. 

Rogln,  C. 
(Alternate) 
Sachs,  R.H. 
Toothman,  E«H. 

Wilber,  L.A. 
Zagzebski,  J. 


NEGATIVE  VOTES; 


ABSTENTIONS ; 

Campbell,  R.H. 
Michel,  G.C. 


2  -  Letter  Ballot  S3/320 


of  letter  ballot  S3/320; 


U.S.  Army  Medical  Corps. 

Power  Tool  Institute,  Inc. 

American  Industrial  Hygiene 
Association 

Industrial  Safety  Equipment 
Association,  Inc. 

National  Institute  of  Standards 
and  Technology 

U.S.  Army  Human  Engineering  Laboratory 
American  Speech-Language-Hearing 
Association 

American  Academy  of  Otolaryngology 
Head  and  Neck  Surgery 
American  Otologlcal  Society,  Inc. 

U.S.  Department  of  the  Air  Force 
U.S.  Department  of  the  Navy,  Naval 
BUREAU  OF  MEDICINE  AND  SURGERY 
U.S.  Army  Aeromedlcal  Research 
Laboratory 

Hearing  Industries  Aseoclatlor. 

AT&T 

Fastener  Industry  Noise  Control 
Research  Program 
Acoustical  Society  of  America 
American  Institute  of  Ultrasound  In 
Medicine 


None 


Audio  Engineering  Society,  Inc. 
Bruel  &  KJaer  Instruments,  Inc. 


S3/327 

ATTACHMENT  N-3 


Letter  Ballot  S3/320 


Continuation  of  results  of  letter  ballot  S3/320; 


NOT  RETURNED: 


Addington,  J.H. 
Brownson,  P.J. 

Hopneler,  W.P.S. 
Kushler,  B. 


Compressed  Air  and  Gas  Institute 
American  College  of  Occupational 
Medicine 

National  Hearing  Aid  Society 
Exchange  Carriers  Standards 
Association 


LATE  RESPONSE: 


Atack,  R.M. 
Bennett,  J.L. 


U.S>  Army  Medical  Corps. 
Power  Tool  Institute,  Inc. 


Avrll  Brenig 
Standards  Manager 


cc:  Vice  Chair,  Standards  Commtttee 
Chair  and  Vice  Chair,  ASACOS 


S3/327 

ATTACHMENT  N-4 


AV«N.BRENiG  0.  P  H  T«.  SAOiMAMINStPMVSNYK 

STANOAflOS  manager 


IMMEDIATE  RETURN  REQUESTED 

LB/S3/320 
1  February  1991 


Return  to:  Letter  Ballot  Department 
Due  date:  8  March  1991 


ADMINISRATIVE  LETTER  BALLOT 
ACCREDITED  STANDARDS  COMMITTEE 
_ ON  BIOACOUSTICS.  S3 


Topic:  Approval  of  proposed  new  liaison  working  group  within  S3 

to  give  Information  and  advise  on  those  documents  and  activities 
In  T'^C/IC  87  Ultrasonics,  which  come  under  the  S3  scope 


Authorized  by;  L.  Wilber,  Chair  S3 


Distributed  hv;  A.  Brenlg,  ASA  Standards  Manager 


Reference  Document:  None 


Background  Information: 

At  the  S3  meeting  held  on  29  November  1990,  Mr.  W.  Nyborg,  who  is  the 
ASA  liaison  representative  (on  ASACOS)  to  lEC/TC  B7  Ultrasonics,  was 
also  given  the  task  of  reporting  to  S3,  Bioacoustics,  In  an  advisory 
capacity,  on  any  matters  in  lEC/TC  87  Ultrasonics  which  relate  to  the 
scope  of  S3,  Bioacoustics. 

In  order  to  perform  this  task,  a  liaison  advisory  group  is  proposed  to 
be  set  up  in  S3,  with  Mr,  Nyborg  as  Chair.  The  working  group  will  not 
develop  standards,  but  act  only  as  liaison  for  information  on  documents 
or  activities  emanating  from  lEC/TC  87  Ultrasonics  where  these  relate  to 
S3.  The  liaison  working  group,  if  approved,  will  be  designated  as 
S3~L/WC  1.  and  be  entitled  "S3  TAG  liaison  to  lEC/TC  87  Ultrasonics". 

S3  is  being  asked  whether  there  is  Interest  in  forming  this  liaison 
working  group. 


ATTACHMENT  0-1 
S3/327 


isonrc  108  mechanical  vibration  and  shock 

(and  SUBCOMMITTEES  SCI,  SC2,  SC3  and  SC4) 


Documents  processed  bv  the  ASA  Standards  Secrotariat  from  October  1 990  through  Mav 

mi 

THE  FOLLOWING  DOCUMENTS  WERE  RE^p''  '-D  FOR  VOTE  AND/OR  COMMENT  BY 
THE  U.S.  MEMBER  BODY: 

DRAFT  INTERNATIONAL  STANDARDS  (PIS) 

TAG  DOCUMENT 


DocumentCs)  receivedioL  VQT.E_and  COMMENT  bv  the  U.S.  Menr-oer  Body: 

S2  ISO/OIS  7626-5  Vibration  and  shock  -  Experimental  determination  of  mechanical 

mobility  •  Part  5:  Measurements  using  impact  excitation  with  an  exciter  which 
is  not  attached  to  the  structure 

Announced  to  S2  (S2/221)  on  26  March  199’  with  P,K.  Baade  coordinating 
comments  and  recommendations  for  veto  on  this  document.  The  U.S.  position 
which  was  negative  with  comments,  was  submitted  to  ANSI  on  21  May  1991 
and  transmitted  to  ISO  by  ANSI  on  23  May  1991 . 


COMMITTEE  DRAFTS  (CP) 

S2  ISQ/CD  10Q55  Second  ISO/CD  10  055  •  Mechanical  vibralion  •  Standard  for 

vibration  testing  of  shipboard  equipment  and  machinery  components 

Announced  to  S2  (S2/21 11  on  1  November  1990  with  A.  Kilcullen  coordinating 
co^iments  and  recommendations  for  vote  on  this  document.  The  U.S.  position 
which  was  affirmative  with  comments,  was  lubmtted  to  ANSI  on  1 2  December 
1990  and  transmitted  to  ISO  by  ANSI  on  '.7  December  1990. 


S2,  S3  ISQ/CD  6954  Mechanical  vibration  •  Evaluation  of  multifrequency  mechanical 
vibration  in  the  livmg  and  working  area  on  ships  and  floating  structures 

Announced  to  S2  and  S3  (82/212)  on  1  November  1990  with  A.  Kilcullen 
cocdinating  comments  and  recommendations  for  vote  on  this  document.  The 
U.S.  position  which  was  negative  with  comnrients.  was  submitted  to  ANSI  on 
12  December  1990  and  transmitted  to  ISO  by  ANSI  on  ^7  December  1990. 


ATTACHMENT  0-2 
S3/327 


ISO/TC  108  MECHANICAL  VIBRATION  AND  SHOCK 
(and  SUBCOMMITTEES  SCI,  SC2,  SC3  and  SC4) 

Documents  processed  bv  the  ASA  Standards  Secretariat  from  October  1 990  through  Mav 
1991  (continued) 

THE  FOLLOWING  DOCUMENTS  WERE  RECEIVED  FOR  VOTE  AND/OR  COMMENT  BY 
THE  U.S.  MEMBER  BODY: 

COMMITTEE  DRAFTS  (CD)  (continued) 

TAG  DOCUMENT 


S2  ISO/CD  10815  Mechanical  vibration  -  Methods  for  measurement  of  vibrations 

generated  internally  in  railway  tunnels 

Announced  to  S2  (S 2/2 20)  on  15  March  1991  with  M.R.  Serbyn  coordinating 
comments  and  recommendations  for  vote  on  this  document. 

S2  ISO/CD  10816-2  First  CD  on  Mechanical  vibration  measurements  on  non¬ 

rotating  parts  and  evaluation  Part  2:  Guidelines  for  large  land-based  steam 
turbine-generator  sets  in  excess  of  50  MW 

Announced  to  S2  (S2/223)  on  8  April  1991  with  P.H.  Maedel  coordinating 
comments  and  recommendations  for  vote  on  this  document.  The  U.S.  position 
which  was  affirmative  without  comments,  was  submitted  to  ANSI  m  30  May 
1991. 


LIAISON  DOCUMENTS 

TAG  DOCUMENT 


S2  Liaison  Document  No.  N  1  -  ISO/TC  118/SC31/WG3  N  88  -  Minutes 

from  the  meeting  of  ISO/TC  1 88/SC3/WG3  Vibrations  in  handheld  tools, 
4-5  October  1990  at  Inrs,  Nancy,  Franco 


ATTACHMENT  0-3 
S3/327 


ISOn'C  108  MECHANICAL  VIBRATION  AND  SHOCK 
(and  SUBCOMMITTEES  SCI,  SC2,  SC3  and  SC4) 


Other  Actions: 

1.  Review  of  Vaiious  ISO/TC  108  Standards: 

ISO  7626-1:1986  Vibration  and  shock  -  Experimental  determination  of 
mechanical  mobility  -  Part  1:  3asic  definitions  and  transducers 

ISO  7919-1:1986  Mechanical  vibration  of  non-reciprocating  machines  - 
Measurements  of  rotating  shafts  and  evaluation  -  Part  1 :  General  guidelines 

ISO  8002:1986  Mechanical  vibrations  -  Land  vehicles  -  Methods  for  reporting 
measured  data 

ISO  5349:1986  Mechanical  vibration  •  Guidelines  for  the  measurement  and  the 
assessment  of  human  exposure  to  hand-transmitted  vibration 

This  list  of  standards  has  been  submitted  to  the  respective  Technical  Advisors  for  each 
technical  area.  Responses  were  due  to  ISO  by  28  Fch>uary  1991 . 


2.  On  18  January  1991,  redrawn,  original  figures  for  ISO  10112  Damoino  Materials  - 
Graphical  Pre^.entation  of  the  Complex  Module  were  submitted  to  ISO  in  order  to 
publish  this  ISO  Standard. 


3,  NswJy.or.k.Ltem3i 

a)  Proposal  forJSQ/TC  108  -  A  proposal  from  the  U.K.  was  submitted  to  DIN. 

Secretariat  fof  lSQ/TC_108/SC4  (28  June  199Q.  N  1 97)  on  the  SfllfityJi.  "SClS 
of  experiments  in  which  people  are  exposed  to  mechanical  vibration  and  i  iiock. 
The  U.S.  Technical  .Advisory  Group  for  ISO/TC  108/SC4  represented  by 
working  group  S3/WG39  (S2)  has  voted  in  favor  of  this  new  wfV  item 
proposed  for  ISOA'C  108/SC4.  This  vote  was  submitted  to  AN'.!  28 

February  1991. 

b)  Proposal  for  ISO/TC  108  -  A  proposal  was  submitted  to  DIN.  Secretari ..  for 
ISO/TC  1Q8/SC4  (13  February  1991.  N  198)  on  the  Measurement  ^nd 
Interpretation  of  Vibrotactile  Perception  Thresholds.  The  U.S.  Technical 
Advisory  Group  for  ISO/TC  108/SC4  represeniad  by  working  group  S3/WO  •'■9 
IS2)  has  voted  in  favor  of  this  new  work  item  proposed  for  ISO/TC  108/SC4. 
This  vote  was  submitted  to  ANSI  on  28  February  1991. 


ATTACHMENT  0-2 
S3I327 


ISO/TC  108  MECHANICAL  VIBRATION  AND  SHOCK 
(and  SUBCOMMITTEES  SCI,  SC2,  SC3  and  SC4) 

Documents  processed  bv  the  ASA  Standards  Secretariat  from  October  1 990  through  Mav 

4  A  4  t _ _ _ 


THE  FOLLOWING  DOCUMENTS  WERE  RECEIVED  FOR  VOTE  AND/OR  COMMENT  BY 
THE  U.S.  MEMBER  BODY: 

COMMITTEE  DRAFTS  (CD)  (continued) 

TAG  DOCUMENT 


S2  ISO/CD  10815  Mechanical  vibration  -  Methods  for  measurement  of  vibrations 

generated  internally  in  railway  tunnels 

Announced  to  S2  (S2/220)  on  15  March  19&1  with  M.R.  Serbyn  coordinating 
comments  and  recommendations  for  vote  on  this  document. 

S2  ISO/CD  10816-2  First  CD  on  Mechanical  vibration  measurements  on  non¬ 

rotating  parts  and  evaluation  Part  2:  Guidelines  for  large  land-based  steam 
turbine-generator  sets  in  excess  of  50  MW 

Announced  to  S2  (S2/223)  on  8  April  1991  with  P.H.  Maedel  coordinating 
comments  and  recommendations  for  vote  on  this  document.  The  U.S.  position 
which  was  affirmative  without  comments,  was  submitted  to  ANSI  m  30  May 
1991. 


LIAISON  DOCUMENTS 

TAG  DOCUMENT 


S2  Liaison  Document  No.  N  1  -  ISO/TC  118/SC31/WG3  N  88  -  Minutes 

from  the  meeting  of  ISO/TC  1 88/SC3/WG3  Vibrations  in  handheld  tools, 
4-5  October  1990  at  Inrs,  Nancy,  France 


ATTACHMENT  0-3 
S3/327 


ISOn'C  108  MECHANICAL  VIBRATION  AND  SHOCK 
(and  SUBCOMMITTEES  SCI,  SC2,  SC3  and  SC4} 


Other  Actions; 

Review  of  Vaiious  ISO/TC  108  Standards: 

ISO  762^  1:1986  Vibration  and  shock  -  Experimental  determination  of 
mechanical  mobility  -  Part  1:  3asic  definitions  and  transducers 

ISO  7919-1:1986  Mechanical  vibration  of  non-reciprocating  machines  - 
Measurements  of  rotating  shafts  and  evaluation  •  Part  1 :  General  guidelines 

ISO  8002:1986  Mechanical  vibrations  -  Land  vehicles  •  Methods  for  reporting 
measured  data 

ISO  5349:1986  Mechanical  vibration  -  Guidelines  for  the  measurement  and  the 
assessment  of  human  exposure  to  hand-transmitted  vibration 

This  list  of  standards  has  been  submitted  to  the  respective  Technical  Advisors  for  each 
technical  area.  Responses  were  due  to  ISO  by  28  Fcb>uary  1991. 


On  18  January  1991,  redrawn,  original  figures  for  ISO  10112  Damoino  Materials  • 
Graphical  Pre^^entation  of  the  Complex  Module  were  submitted  to  ISO  in  order  to 
publish  this  ISO  Standard. 


New  Work  Items: 

a)  PfmQsaLiQf_tSQn:C_1Q8  -  A  proposal  from  the  U.K.  was  submitted  To  DIN. 
Secretariat  for  ISO/TC  1Q8/SC4  (28  June  1990.  N  197)  on  the  Safety  aspects 
of  experiments  in  which  people  are  exposed  to  mechanical  vibration  f,nd  shock. 
The  U.S.  Technical  ,^\dvisory  Group  for  ISO/TC  108/SC4  represented  by 
working  group  S3/WG39  |S2)  has  voted  in  favor  of  this  new  work  item 
proposed  for  ISO/TC  108/SC4.  This  vote  was  submitted  to  ANSI  on  28 
February  1991. 

b)  Emnosal-for  lSQ/TC  108  -  A  proposal  was  submitted  to  DIN.  Secretariat  for 
ISQ/rC  1Q8/SC4  (13  February  1991.  N  198)  on  the  Measurement  and 
Interpretation  of  Vibrotactile  Perception  Thresholds.  The  U.S.  Technical 
Advisory  Group  for  ISO/TC  108/SC4  represeniad  by  working  group  S3/WG39 
IS2)  has  voted  in  favor  of  this  new  work  item  proposed  for  ISO/TC  108/SC4. 
This  vote  was  submitted  to  ANSI  on  28  February  1991. 


ATTACHMENT  0*4 
S3/327 


ISO/TC  108  MECHANICAL  VIBRATION  AND  SHOCK 
(and  SUBCOMMITTEES  SC1,  SC2,  SC3  and  SC4) 

Other  Actions;  (continued) 

New  Work  Items:  (co  itinued) 

c)  Proposal  for  ISOA'C  108  •  A  orooQsal  was  received  from  DIN.  Secretariat  for 
iSO/TC  108/SC4  via  ANSI  on  15  March  1991.  This  proposal  states  the 
following:  iSO/CD  6954  Mechanical  vibration  -  Evaluation  of  multifreouencv 
mechariical  vibration  in  the  living  and  working  area  on  ships  and  floating 
structures  -  had  been  circulated  to  ISO/TC  1Q8/SC2  and  ISO/TC  108/SC4.  In 
light  of  the  negative  comments  received,  the  SC2/SC4  Secretariat  will  pass 
comments  to  the  ISO/TC  1 08  Secretariat  with  the  recommendation  that  ISO/TC 
108  take  the  document  under  its  jurisdiction  and  form  a  new  ISO/TC  108 
Working  Group  to  handle  this  document. 


New  Working  Group(s): 

a)  A  new  working  oroup  on  Vibration  Condition  Monitoring  •  ISO/TC  108AVG17 
has  been  estcblished  with  Mr.  Douglas  Muster  appointed  Project  Leader  for  this 
working  group.  The  first  meeting  of  ISO/TC  1 08/WG 1 7  was  held  on  1 4  March 
1 991 ,  in  Houston,  Texas,  following  a  meeting  on  standardization  and  condition 
monitoring.  Standardization  and  Condition  Monitoring  Workshop  (SCMW-91). 
which  took  place  from  1 1  to  13  March  1991,  also  in  Houston,  Texas. 

b)  A  new  working  group  on  Modal  Analysis  •  ISO/TC  1Q8AVG18  has  been 
established  with  Mr.  Douglas  Muster  appointed  Project  Leader  for  this  working 
group.  The  first  meeting  of  ISO/TC  108AVG18  will  be  held  on  Monday,  10 
June  1991,  at  the  British  Standards  Institution  Conference  Centre,  Hampden 
House,  London,  United  Kingdom.  The  meeting  was  initially  scheduled  to  take 
place  in  conjunction  vWth  the  International  Modal  Analysis  Conference  which 
was  to  take  place  from  14  18  April  1991  in  Florence,  Italy,  but  which  was 
canceled. 


New  Steering  Committee  established  •  A  new  ISO/TC  108  Steering  Committee  on 
EmeroipQ  Technological  Needs  was  established  with  Mr.  Douglas  Muster  as  Project 
Leader. 


New  ISO/TC  108  Steering  Committee  established  •  A  new  ISO/TC  108  Steering 
Committee  fot  Vibration  Generating  Systems  (SCVG)  was  established  to  assist  the 
Secretariat  of  USO/TC  108  in  organizing  and  monitoring  the  ongoing  and  future  work 
in  this  area. 


ATTACHMENT  0-5 
S3/327 


ISOn'C  108  MECHANICAL  VIBRATION  AND  SHOCK 
(and  SUBCOMMITTEES  SOI,  SC2,  SC3  and  SC4) 

Other  Actions;  (continued) 

A  new  TechDical_CQtTtmittee  under  CEN  -  CEN/TC  231  -  Vibration,  was  officially 
established  in  March  1 990.  The  Secretariat  of  this  committee  has  been  allocated  to 
the  German  Standards  organization,  DIN,  and  its  first  meeting  was  held  from  1  to  3 
October  1 990,  in  Nancy,  France.  Reports  of  this  initial  meeting  are  available  from  the 
Standards  Secretariat. 


Liaison  between  IEC/SC5QA  and  ISO/TC  108/WG4  •  For  the  IEC/SC50A  meeting  held 
on  29  and  30  October  1990  in  Osaka,  Japan.  ISO/TC  108  submitted  two  resolutions 
on  which  it  requested  action  to  be  taken  by  IEC/SC50A,  (See  previous  S2  Minutes, 
S2/210for  details.) 

A  report  from  Mr.  G.B.  Robinson,  Secretary  to  lEC/SC  50A,  on  the  actions  taken  at  the 
IEC/SC50A  meeting  based  on  the  request  of  1SO/TC108  (at  the  Milan  meeting  in  April 
1990)  is  attached  (see  ATTACHMENT  U). 


Eighteenth  Plenary  meatinQ  of  ISO/TC  1 08.  together  with  Subcommittees  1  end  2  and 
respective  working  groups,,  to.take, place  in  Kobe,  Japan,  from  4  to  13  September 

laai 

Announcement  ol  this  meeting  together  with  registration  materials  and  a  Draft  Program 
(ISO/TC  1 08  N  53<*)  were  circulated  to  P  and  0  Members  of  ISO/TC  1 08  (including  the 
U.S.  TAG)  on  15  November  1990. 


S3/327 

ATTACHMENT  P-l 


ACOUSTICAL- SOCIETY*  OF  AMERICA 


OmCEOFTHE 

tT/MOARMSFCnETAMAT 

AX'W.IKMQ.Or.P.H 
STAi  nMtMMANAOCn 


IM  EAST  45TN  SmEET,  NEW  YORK.  KCW  YORK  1 0Ot  7-34n 
TtNptan*  (IIDWI-SKM 

TNai  MOMJAMMSrmYSNYK 
T(Mn  |21i)*4*«473 


f 


28  March  1991 


TOt  L.  Hllbar,  Chair  S3 


Rat  Uttar  Ballot  LB/S3/319  aant  to  tha 
Organiaatlonal  Heabers  of  Standards 
Coaaittaa  S3  on  1  Pabruary  1991  and 
cloaad  on  13  March  1991 


SUBJECT:  Approval  of  proposed  now  organizational  aaabar  of  S3, 
_ EKDEVCO  CORPORATION 


Enelosad  plaasa  find  tally  of  tha 
as  follows: 


AFFIIMATIVE  VOTES  li 

NEGATIVE  VOTES  _J) 

ABSTENTIONS  ^ 

NOT  RETURNED  4 

TOTAL  23 


abova  lattar  ballot,  showing  results 
CLASSIFICATION  OF  MEMBERS 


P  -  PRODUCER  __5 

C  -  CONSUMER  9 

C  -  GOVERNMENT 

Cl  -  GENERAL  INTEREST  _ 7 

TOTAL  23 


S3/327 

attachment  P-2 


-  2  - 


Letter  Ballot  S3/319 


Continuation  of  reaulta  of  letter  ballot  S3/319; 


AFriRMATIVE  VOTES; 


Bennett,  J.L. 
Bobl ,  C«D* 


Bovl,  A.M. 

Burnett,  E*D« 

Caapbell,  K>H, 
Garlnther,  C« 
Kaaten,  R. 

Michel,  G.C. 
Naunton,  R.F. 

Naunton,  R.F. 
Nixon,  C* 

Page,  J. 

Patteraon,  J,R. 

Rogln,  C* 
(Alternate) 
Sacha,  R.H. 
Toothun,  E.H« 

Wilber,  L,A. 
Zagzebski,  J. 


Power  Tool  Inatltute,  Ipc* 

Aaerlcan  Induatrlal  Hygiene 
Aasoclatlon 

Industrial  Safety  Equlpnent 
Association,  Inc* 

National  Institute  of  Standards 
and  Technology 

Audio  Engineering  Society,  Inc. 

U.S.  Amy  Huaan  Engineering  Laboratory 
Aaerlcan  Speech-Language-Hearing 
Association 

Bruel  &  KJaer  Instruments,  Inc* 
Aaerlcan  Acadeay  of  Otolaryngology 
Read  and  Neck  Surgery 
Aaerlcan  Otologlcal  Society,  Inc* 

U.S*  Departaent  of  the  Air  Force 
U.S*  Departaent  of  the  Navy,  Naval 
Medical  Coaaand 

U*8.  Amy  Aeroaedlcal  Research 
Laboratory 

Rearing  Industries  Association 
ATAT 

Fastener  Industry  Noise  Control 
Research  Prograa 
Acoustical  Society  of  Aasrlca 
Aaerlcan  Institute  of  Ultrasound  In 
Medicine 


NEGATIVE  VOTES: 


ABST2NTI0NSJ 


None 


Atack,  R.M 


U.S*  Amy  Medical  Corps 
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ATTACHMENT  P-3 


-  3  -  Utter  Ballot  S3/319 


Continuation  of  results  of  letter  ballot  S3/3I9; 


NOT  BZTURNEDt 

\ 


A^.dington,  J.H. 
Brownson,  P.J. 

Ropasler,  W.7.S* 
Kushler,  B. 


Conpressed  Air  and  Gas  Institute 
Aaerlcan  College  of  Occupational 
Medicine 

National  Hearing  Aid  Society 
Exchange  Carriers  Standards 
Association 


LATE  RESPONSE! 

Bennett,  J.L.  Power  Tool  Institute,  Inc. 


Avrll  Brenlg 
Standards  Manager 


cci  Vice  Ci.aU,  standards  Cowittce 
Chair  and  Vice  Chair,  ASACOS 
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ATTACHMENT  P-4 


ACOUSTICAL' SOCIETY- OF  AM  ERICA 

335  EAST  «TH  STWCn.  N£W  VOfWC  NEW  YORK  100t7.34« 

Ttttphon*  (3l2)M1-«404 
T«««i  950M3AMINSTPHYSNYK 
TM(W  (212)  949*0473 

IMMEDIATE  RETURN  REQUESTED 

LB/S3/319 
1  February  1991 


OFFICE  OF  THE 
STANOAAOS  SECnETARMT 

AvniL  BRENIG.  Ok.  P  H 
STANOAROS  MANAGER 


Return  to:  Letter  Ballot  Department 
Due  date:  8  March  1991 


ADMINISTRATIVE  LETTER  BALLOT 
ACCREDITED  STANDARDS  COMMITTEE 
ON  BIOACOUSTICS.  S3 


Topic:  Approval  of  new  organizational  member  of  S3,  ENDEVCO'ftORPORATION 
Authorized  by:  L.  Wilber,  Chair  S3  .  f 

Distributed  by:  A«  Brcnlg,  A^  StMdarda  Ma^geipA 


Reference  Pocumentair  '-v 


Lmer  from  K.T.  Chandy,  Endavco  Corporation,  to 
A.  Brenlg,  dated  10  December  1990 


Background  Information: 

According  to  ANSI  procedures,  applications  of  all  organizational  members 
are  submitted  to  the  individual  Standards  CommltteeCs)  for  approval. 

We  are  therefore  enclosing  the  eppllcatlon  received  from  K.T.  Chandy 
requesting  organizational  membership  for  ENDEVCO  CORPORATION  on 
Accredited  Standards  Committees  S3  (Bioacoustics)  and  S2  (Mechanical 
Shock  and  Vibration). 

The  Chairs  of  S3  and  S2  recommend  approval  of  the  application  of  ENDEVCO 
for  organizational  membership  on  these  Committees. 


Aili^SignalAfjfosfisce  Cmniiv 


Cmftivee  Corp«ntien 
iorvt  fl*nehov.»|oH9« 

MU  Juift  Cteittnino  CA  9M7S 
1^4)  4}34t|1 


to  Oscsmber  1990 
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ATTACHMENT  p-5-^TT^CHMEMT  A 


"^Signal 


Dr.  AvrtI  Brenio 
Standiitfi  Mtnagar 
ASA  Standards  Sacratarlat 
33S  East  45th  Stract 
Naw  York,  N.Y.  10017-3453 


Subj'act:  8-2  and  $<3  CommlUaaa 


Dear  Dr.  Branig, 

anSTbraJoS  Ptrticipata  in  tha  S-2  (Shock 

AmarteaT  199^  itandardi  commlttaat  of  tha  Acoustic  Sociaty  of 


repraaantatlva  from  Sndavoo  and  Roger  Voik  Tachnicat  San/i^o. 

facility  ff  be  the  aS 

Sw  '«ay  ba  acttraisad  to  both  of  us  at  our  San 

;ThWr  “  ^ ^  — •  I  hop. 

I  took  forward  to  hearing  from  you. 


CO.  P.  Conrad 
M.  Cross 
A.  Karofya 
0.  McMahon 
R.  Volk 
R.  Whiitiar 


ffC4C«..^nOO.MOMT/1«|* 


1 « I 


a  ACOUSTICAL  SOCIETY  OF  AMERICA 
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ATTACHMENT  Q-l 


OfFICeOFTMC 
STANOAPOS  SECnETAPIAT 


AVPIl  8RENIG.  0»  P  H 
STANOAflOS  MANAGCn 


SJS  EAST  4STM  STBEET.  NEW  VOPK.  NEW  YORK  tOOl  7-34M 

T«l4«hon«  (2I2)6«I'«404 
T4IM  960M3AMINSTPHYSNYK 
TctWw  121:1  «4»4>473 


21  March  1991 


L.  Wilber,  Chair  S3 


Re:  Letter  Ballot  LB/S3/317  aent  to  the 
Organisational  Heabera  of  Standards 
Cowalttee  S3  on  22  January  1991  and 
closed  on  5  March  1991 


SUBJECT:  Approval  of  Officers  and  Individual  Experts 
of  S3  for  1991/1992 


Enclosed  please  find  tally  of  the  above  letter  ballot,  showing  results 
as  follows: 

CUSSIFICATION  0*  fi'2MBERS 


AFFIRMATIVE  VOTES 


PRODUCER 


MEGATIVE  VOTES 


C  -  CONSUMER 


ABSTENTIONS 


C  -  GOVERNMENT 


NOT  RETURNED 


GI  -  GENERAL  INTEREST 


TOTAL 


TOTAL 


Continuation  of  results 


AFFIRMATIVE  VOTES: 


Atack,  R.M. 
Bennett,  J.L. 
Bohl,  C.D. 

Bovl,  A4H. 

Burnett,  E.D. 

Caapbell,  R.H. 
Garlnther,  G, 
Kasten,  R. 

Michel,  C.C. 
Naunton,  R.F. 

Naunton,  R.F. 
Nixon,  C. 

Page,  J. 

Sachs,  R.H. 
Teder,  H. 
Toothman,  E.H. 

Wilber,  L.A. 
Zagzebskl,  J. 


NEGATIVE  VOTES: 


S3/327 

ATTACHMENT  Q-2 


-  2  -  Letter  RallT:  ?3/317 

of  letter  ballot  S3/317: 


U.S.  Army  Medical  Corps. 

Power  Tool  Institute,  Inc. 

American  Industrial  Hygiene 
Association 

Industrial  Safety  Equipment 
Association,  Inc. 

National  Institute  of  Standards 
and  Technology 

Audio  Engineering  Society,  Inc. 

U.S.  Army  Human  Engineering  Laboratory 
American  Speech-Language-Hearing 
Association 

Brucl  &  KJaer  Instruments,  Inc. 
American  Academy  of  Otolaryngology 
Head  and  Neck  Surgery 
American  Otologlcal  Society,  Tnc. 

U.S.  Department  of  the  Air  Force 
U.S.  Department  of  the  Navy,  Naval 
Medical  Command 
AT4T 

Hearing  Industries  Association 
Fastener  Industry  Noise  Control 
Research  Program 
Acoustical  Society  of  America 
American  Institute  of  Ultrasound  in 
Medicine 


None 


ABSTENTIONS: 


None 
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ATTACHMENT  Q-3 


3  -  Letter  Ballot  S3/317 


Continuation  of  result*  of  letter  ballot  S3/317; 


NOT  RETURNED: 


Addington,  J.H. 
Brownson,  P.J. 

Hopmeler,  W.P.S. 
Kushler,  B. 

Patterson,  J.H. 


Coapressed  Air  and  Gas  Institute 
American  College  of  Occupational 
Medicine 

National  Hearing  Aid  Society 
Exchange  Carriers  Standards 
Association 

U.S.  Army  Aeromedlcal  Research 
Laboratory 


Avrll  Brenlg 
Standards  Manager 


cc:  vice  Chair,  Standards  Cotnmlttee 
Chair  and  Vice  Chair,  ASACOS 
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ATTACHMENT  Q-'4 


ACOUSTICAL- SOCIETY  OF  AM  ERICA 


OfFlC£’JFTH€ 
STANOfnoS  bECnETMIAT 

AVRII.  BPENIG.  P  H 
STANOAROS  MANAGER 


33S  EAST  4STH  STREET.  NEW  YORK.  NEW  YORK  I00IT.34«3 

TtWpAon*  (2IT)MI-M04 
TMU  MOtUAMINSTPHYSNYK 
T«<«fu  (2I2)94»4MT3 


IMMEDIATE  RETURN  REQUESTED 


LB/S3/317 
22  January  1991 


Return  to:  Letter  Ballot  Department 
Due  date:  5  March  1991 


ADMINISTRATIVE  LETTER  BALLOT 
ACCREDITED  STANDARDS  COMMITTEE 
ON  BIOACOUSTICS.  S3 


Topic:  Approval  of  Officers  and  Individual  ^perts' of,  S3  for^l99 1/1992. 


Approved  for  circulation  by:  L.  A.  WUbe 

Distributed  by:  A.  BrenlR,  Standards  MansRAr 

,  '  s  •’  * 

Reference  Document:.  "ATTACHMENT  A  -'Lists  Officers  and  Individual 


Experts  for  S3 


Background  Infonsation: 


f 


According  to  ANSI's  procedures,  under  which  the  Accredited  Standards 
Committees  operate,  the  Officers  of  the  Standards  Committees  are  to  be 
confirmed  (at  the  beginning  of  their  terras),  as  well  as  Individual 
Experts  (the  latter  to  be  confirmed  annually)  by  the  respective 
Standards  Committees. 

The  Officers  and  Individual  Experts  are  proposed  by  the  ASA  Committee  on 
Standards  (ASACOS)  as  the  Secretariat  for  the  Standards  Committees,  in 
concert  with  the  Chairs  of  the  respective  Standards  Committees. 

A  change  in  S3  Officers  is  proposed  for  1991/1992.  The  list  of  Officers 
and  Individual  Experts  is  attached  for  your  consideration  for 
confirmation.  The  ASA  representatives  to  S3  for  1991/1992  are  listed 
for  your  information. 


S3/327 

ATTACHMENT  'J-5 


ATTACHMEtIT  A 

S3  ACCREDITED  STANDARDS  Ca^UT'l'LE  OH  BIOACOUSTICS 


S3  Appointments 

Position 

Individual 

Term 

Chaiman 

J.  D.  Royster 

1991-1994 

Vice  Chainnan 

J.  L.  Fletcher 

1991-1992 

ASA  Representative 

J.  D.  Royster 

1991-1992 

Alt.  ASA  Representative  J.  L.  Fletcher 

1991-1992 

Individual  Experts  : 

1991-1992 

S.  J.  Barry 

«t 

R,  W.  Benson 

N 

K.  M.  Eldred 

N 

R.  S.  Gales 

H 

M.  J.  Galloway 

ft 

R,  M.  Guernsey 

N 

J.  C.  Cuignard 

H 

D.  L.  Johnson 

H 

K.  D.  Kryter 

ft 

• 

11.  Levitt 

H 

S.  F.  Lybarger 

tl 

R.  L.  McKinley 

ft 

W,  Melnick 

H 

H.  E.  von  Gierke 

ft 

D.  R.  Wassenran 

tl 

L.  A.  Wilber 


I 
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ATTACHMENT  R-1 

ACOUSTICAL- SCEIETY- OF  AM  ERICA 


Of  FlCfi  OF  TM£  »5  CAST  4STH  SIBCET.  NEW  YOBK.  NCW  YOHK  tOOl  7.34«3 

STANOAfiOS  SCCRETAMAT 

TcttpAont  (;i:)66l'<M04 

AVIW.8BCNIG.0.FH  TtWi  9S09«3  AMINSIPHYS  NYK 

STANOAFOSMAHAGER  Tt*«IW  (212)  94»  0473 


29  March  1991 


TO:  L.  Wilber,  Chair  S3 


Re:  Letter  Ballot  LB/S3/321  sent  to  the 
Organizational  Members  of  Standards 
Comlttee  S3  on  1  February  1991  and 
closed  on  IS  March  1991 


SUBJECT:  Approval  of  changes  to  the  current  Accredited  Standards 
CoHsittee  Procedures,  adopted  by  the  Four  S  Committees, 
and  approved  by  ANSI  on  2f>  April  19ft8 _ 


Enclosed  please  find  tally  of  the  above 
as  follows: 

letter 

ballot,  showing  reeuItH 

CLASSIFICATION  OF  MEMBERS 

AFFIRMATIVE  VOTES 

17 

P 

-  PRODUCER 

5 

NEGATIVE  VOTES 

2 

C 

-  CONSUMER 

9 

ABSTENTIONS 

0 

G 

-  GilVERNMENT 

2 

NOT  RETURNED 

A 

GI 

-  GENERAL  INTEREST  __ 

7_ 

TOTAL 


23 


rr~  , 


Continuation  of  results 

AFFIRMATIVE  VOTES; 

Atack,  R.M.  ' 

Bennett,  J.L, 

Bovl,  A.H. 

Burnett,  E.D< 

Caapbell,  R.H. 
Garlnther,  G. 

Kasten,  R. 

Hlchel,  G<C. 

Nfiunton,  R.F* 

Naunton,  R«F. 

Nixon,  C. 

Fags,  J. 

Patterson,  J.H« 

Teder,  H. 

Toothnan,  E.H» 

Wilber,  L.A. 

Zagzebski,  J. 

NEGATIVE  VOTES; 

Robl ,  C • D* 

Sachs,  R.H. 

ABSTENTIONS; 


S3/327 

ATTACHMENT  R-2 


-  2  -  Letter  Ballot  S3/321 


of  letter  ballot  S3/321; 


U.S.  Amy  Medical  Corps. 

Power  Tool  Institute,  Inc. 

Industrial  Safety  Equipment 
Association,  Inc. 

National  Institute  of  Standards 
and  Technology 

Audio  Engineering  Society,  Inc. 

U.S.  Amy  Human  Engineering  Laboratory 

American  Speech-Language-Hearing 
Aasoclatlon 

Bmel  &  KJaer  Instruments,  Inc. 

American  Academy  of  Otolaryngology 
Head  and  Neck  Surgery 

American  Otological  Society,  Inc. 

U.S.  Department  of  the  Air  Force 

U.S.  Department  of  the  Navy,  Naval 
Medical  Command 

U.S.  Amy  Aeromedlcal  Research 
Laboratory 

Hearing  Industries  Association 

Fastener  Industry  Noise  Control 
Research  Program 

Acoustical  Society  of  America 

American  Institute  of  Ultrasound  in 
Medicine 


American  Industrial  Hygiene 
Association 
ATiT 


None 


Continuation  of 

NOT  RETURNED; 

Addington,  J.H. 
Brownson,  P.J. 

Hopmeier,  W.F.S 
Kuthler,  R. 

LATE  RESPONSE; 
Bennett,  J.L. 


S3/327 

ATTACHMENT  r_3 


-  3  -  Letter  Ballot  S3/321 


results  of  letter  ballot  33/321 : 


Compreased  Air  and  Gas  Institute 
American  College  of  Occupational 
Medicine 

National  Hearing  Aid  Society 
Exchange  Carriers  Standards 
Association 


Power  Tool  Institute.  Inc. 


Avrll  Brenlg 
Standards  Manager 


cc:  Vice  Chair,  Standards  Committee 
Chair  and  Vice  Chair,  ASACOS 


A  lO-ri^  A  t 


<r*  /’tT'  I  r“  "yv/ 

OVJL>!  C  I  r 


wr 


AMERIC 


S3/327 

ATTACHMENT  R“4 
rv 


OFFICE  OF  TMe 
STANOAAOS  SECnCTAniAT 


iJ5  EAST  4S'm  STAECT,  NEW  YORK.  NEW  YORK  tOOI7-34«3 


AVRIl  BRENIG.  On.  P.  H 
STANOAROS  MANAGER 


TM|>>ien*  (2li)M1-»404 
T«(«»  M0M3AMINSTPKYSNYK 
T«l«lu  l2i:)»4».M73 


IMMEDIATE  RETURN  REQUESTED 

LE/S3/321 
1  February  1991 


Return  to:  Letter  Bal.lot  Department 
Due  date:  15  Kerch  1991 


ADMINISTRATIVE  LETTER  BALLOT 
ACCREDITED  STANDARDS  COMMITTEE 
BIOACOUSTICS.  S3 _ 


Topic:  Approval  of  changes  to  the  current  Accredited  Standards 

Committee  Procedures,  adopted  by  the  four  S  Committees,  and 
approved  by  ANSI  on  26  April  19B8 


Authorized  by:  L.A.  Wilber,  Chair  S3 


Distributed  by:  A.  Brenlg,  A^  St^dards 
Reference  Document  _ 

^  - 

opoiftd  wording  to  be  Included  In  the 
redlted  Standards  Committee  Procedures 
relating  to  the  conciliation  of  negative  votes 
and  positions 

ATTACHMENT  B  -  Proposed  change  in  wording  for  section  B.6  of 
the  Accredited  Standards  Couimittee  Procedures 
(listing  current  wording  and  proposed  chsnge  In 
wording) 


Background  Information: 

At  the  ASA  Committee  on  Standards  (ASACOS)  meeting  held  on  Monday,  26 
November  1990,  In  San  Diego,  California,  It  was  decided  that  the 
Accredited  Standards  Committee  Procedures  should  contain  an  additional 
section  relating  to  the  conciliation  of  negative  votes  and  positions  on 
documents  sent  for  ballot.  It  was  also  considered  appropriate  to  amend 
the  wording  of  clause  8.6  of  the  Accredited  Standards  Comnittee 
Procedures  In  line  with  the  changes  which  had  occurred  In  the  ANSI 
procedures,  since  they  were  approved  by  ANSI  on  9  September  1987. 


Ms.  L.A.  Wilber,  Chair  S3,  recomamends  approval  of  the  changes,  noted  In 
ATTACHMENTS  A  and  B.  to  the  Accredited  Standards  Committee  Procedures, 


S3/327 

ATTACHMENT 


ATTACHMENT  A 


Proposed  Amendment  (Addition)  to  the  Accredited  Standards  Committee 
Procedures 


RESPONSES  TO  CONCILIATION  EFFORTS  FOR  THOSE  WITH 
NEGATIVE  COMMENTS 


Where  responses  to  attempt  reconciliation  are  sent 
to  an  individual  with  a  negative  vote  or  position, 
a  fifteen  (15)  day  period  is  given  for  the  individual 
to  respond.  If  no  reply  is  received  within  fifteen  (15) 
days,  then  the  outstanding  comments  are  circulated  to 
thirty  (30)-day  review  by  the  Conuaittee,  with  a  statement 
to  the  effect  that  no  reply  was  received  by  the  given 
deadline. 


*  »*  » 

S3/327 

ATTACHMENT  R- 
ATTACHMENT  B 


EXCERPT  FROM  ACCREDITED  STANDARDS  COMMITTEE  PROCEDHRES 
Current  wording  of  Clause  8.6 


8»6  Disposition  of  Views  and  Ob lections* 

When  the  balloting  has  been  closed,  the  secretary  shall  forward 
the  ballot  tally  to  the  Chair  of  the  connnlttee  and/or,  If 
appropriate,  of  the  subgroup.  The  Committee  Chair  shall  determine 
whether  the  expressed  views  and  objections  shall  be  considered  by 
correspondence  or  at  a  meeting. 

Prompt  consideration  shall  be  given  to  the  expressed  views  and 
objections  of  all  participants.  Including  those  commenting  on  the 
listing  In  Standards  Action.  A  concerted  effort  to  resolve  all 
expressed  objections  shall  be  made,  and  each  objector  shall  be 
advised  of  the  disposition  of  the  objection  and  the  reasons 
therefor. 

Substantive  changes  required  to  resolve  objections,  and  unresolved 
objections,  shall  be  reported  to  the  committee  members  In  order  to 
afford  all  members  an  opportunity  to  respond  to  them  or  to  reaffirm 
or  change  their  votes  within  thirty  (30)  days. 


Proposed  Change  In  Wording  of  Clause  B.6 


8.6  Consideration  of  Views  and  Objections. 

When  the  balloting  has  been  closed,  the  secretary  shall  forward 
the  ballot  tally  to  the  Chair  of  the  committee  and/or.  If 
appropriate,  of  the  subgroup.  The  Committee  Chair  shall  determine 
whether  the  expressed  views  and  objections  shall  he  considered  by 
correspondence  or  at  a  meeting. 

Prompt  consideration  shall  be  given  to  the  written  vlevrs  and 
objections  of  all  participants.  Including  those  commenting  on  the 
listing  In  Standards  Action.  A  concerted  effort  to  resolve  all 
expressed  objections  shall  be  made,  and  each  objector  shall  he 
advised  of.  the  disposition  of  the  objection  and  the  reasons 
therefor. 

Unresolved  objections  and  any  substantive  changes  made  In  a 
proposed  Araerlcan  National  Standard  shall  be  reported  to  the 
consensus  developing  group  In  order  to  afford  all  members  an 
opportunity  to  respond,  reaffirm,  or  change  their  votes  within 
thirty  (30)  days. 


When  this  process  is  completed  In  accordance  with  the  written 
procedures  of  the  standards  developer,  subsequent  comments  may  be 
held  for  the  next  revision. 


NTIS  does  not  permit  return  of  items  for  credit  or 
refund.  A  replacement  will  be  provided  if  an  error 
is  made  in  filling  your  order,  if  the  item  was  received 
in  damaged  condition,  or  if  the  item  is  defective. 


Reproduced  by  NTIS 
National  Technical  Information  Service 
U.S.  Department  of  Commerce 

\/A  nn-ic-4 
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This  report  was  printed  specifically  for  your 
order  from  our  collection  of  more  than  2  million 
technical  reports. 


For  economy  and  efficiency,  NTIS  does  not  maintain  stock  of  its  vast 
collection  of  technical  reports.  Rather,  most  documents  are  printed  for 
each  order.  Your  copy  is  the  best  possible  reproduction  available  from 
our  master  archive.  If  you  have  any  questions  concerning  this  document 
or  any  order  you  placed  with  NTIS,  please  call  our  Customer  Services 
Department  at  (703)487-4660. 

Always  think  of  NTIS  when  you  want: 

•  Access  to  the  technical,  scientific,  and  engineering  results  generated 
by  the  ongoing  multibillion  dollar  R&D  program  of  the  U.S.  Government. 

•  R&D  results  from  Japan,  West  Germany,  Great  Britain,  and  some  20 
other  countries,  most  of  it  reported  in  English. 

NTIS  also  operates  two  centers  that  can  provide  you  with  valuable 
information: 

•  The  Federal  Computer  Products  Center  -  offers  software  and 
datafiles  produced  by  Federal  agencies. 

•  The  Center  for  the  Utilization  of  Federal  Technology  -  gives  you 
access  to  the  best  of  Federal  technologies  and  laboratory  resources. 

For  more  information  about  NTIS,  send  for  our  FREE  NTIS  Products 
and  Services  Catalog  which  describes  how  you  can  access  this  U.S.  and 
foreign  Government  technology.  Call  (703)487-4650  or  send  this 
sheet  to  NTIS,  U.S.  Department  of  Commerce,  Springfield,  VA  221 61 . 
Ask  for  catalog,  PR-827. 

Name _ 

Address - 


Telephone 


-  Your  Source  to  U.S.  and  Foreign  Government 
Research  and  Technology. 


